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DVERTISING 


yrporate environmental advertising as false 
and misleading, CEP report 871 — 

losphate detergents, FTC authority to con- 
sider environmental values in enforcing 
trade regulations as intended by NEPA, 
Resources Defense Council views opposed 
by SDA 905 Cf 
E.I. Industries issued temporary restraining 
order prohibiting it from advertising its 
Paser Magnum product as. an automobile 
antipollution device (Calif SuperCt) 791 


>ction la 


AGRICULTURE 


Animal & Plant Health Service established 
by USDA to assume regulatory functions 
formerly conducted by Agricultural Re- 
search Service 841 

Animal waste, Oregon hearings set on rules 
to control discharge 928 

Government procurement, 
MENT PROCUREMENT 

Pesticides, see PESTICIDES 

Secretary of USDA, Hardin resignation, Butz 
appointed 858; reopened hearings on con- 
firmation of Butz requested of Senate 
Agriculture Committee by Sierra Club 890 


see GOVERN- 


AIR POLLUTION (In General) 


See also specific subject heads 

American Geophysical Union meeting, com- 
ments on pollution sources 955 

ASME meeting, comments by EPA, indus- 
tries, state agencies, Air Pollution Control 
Assn. 912, 921 

Citizen suits, final regulations under Clean 
Air Act, EPA 944 

Emergency pollution order shutting down 
Birmingham, Ala. industries lifted (DC 
Ala) 881 

Fluorides, airborne, not hazardous to man 
except in industrial exposure, NRC 945 

Los Angeles County, Calif. residents’ class 
action against corporations for air pollu- 
tion damages and injunctive relief, dismis- 
sal upheld (Calif CtApp) 790 . 

Metal smelters cannot meet most stringent 
limits on sulfur dioxide emissions with 
available technology, Mines Bureau 801 

Navy efforts to reduce pollution 933 ; 

Nitrogen oxide emissions from oil burning 
stationary sources, reduction methods, 
Esso Research & Engineering Co. 1016 

Sludge incinerators may be acceptable for 
common pollutants, problems with metals 
and pesticides 792 

Texarkana, Tex. man claims illness as result 
of industrial air pollution, suit filed against 
several firms 822 ‘ ; 

United Illuminating Co. required to switch 
to low sulfur fuel oil to meet state law, 
Price Comm. denies request for exception 
from provisions of Phase II of Economic 
Stabilization Program 854 


AIR QUALITY STANDARDS 


Asbestos, beryllium, and mercury emission 
standards proposed by EPA, text 947, 
973; public hearings set, EPA 1010 


Colorado, permit system for construction 
and operation of air contaminant sources 
adopted 1018 

EPA final version of stationary source per- 
formance standards to incorporate industry 
comments 852 

Georgia, proposed standards, hearings set 


Implementation plans set by state air control 
agencies, schedule of various state hearings 
993 


Iowa, Des Moines ordinance passed to pre- 
vent rather than abate pollution 928 
Louisiana, hearing on proposed implementa- 
tion plans 1015 
Maryland, amended regulations requiring per- 
mits, outlawing burning 963 
New Jersey hearings on proposed implemen- 
tation plan 1015 
Oklahoma, hearings on proposed control im- 
plementation plans 958 
South Carolina, hearing on proposed imple- 
penticien plan to meet national standards 
5 
byte hearings set on proposed standards 
6 
Virginia, hearings on proposed implementa- 
tion plan scheduled 958 


AIR TRANSPORT 


Engines contributing to increasing fraction 
of total community emissions, views at 
ASME meeting 921 

Government procurement, 
MENT PROCUREMENT 

Grobeck appointed director of high altitude 
climatic impact assessment by DOT 907 

Noise, see NOISE 


see GOVERN- 


ALABAMA 


Bankhead National Forest, appeal of federal 
court’s refusal to enjoin mineral explora- 
tion and mining filed by state 882 

Emergency air pollution order shutting down 
Birmingham firms lifted (DC Ala) 881; 
EPA action should lessen need for court 
orders 912 


ALASKA 


Amchitka Island underground nuclear test, 
environmentalists attempts to halt test 
denied by federal courts 790; review 
denied (US SupCt) 820 

Southern coast, potential oil supplies, Joint 
Economic Committee report 897 
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ALASKA—Contd. 


Trans-Alaska pipeline, report citing economic 
benefits, Stans 799; Canadian House of 
Commons member’s ‘efforts to intervene in 
suit against Interior Dept. to bar proposed 
operations 851; Canadian pipeline alterna- 
tive 1016 

Water quality standards for state approved 
by EPA 896 


ARIZONA 


USGS studies based on remote sensor data 

from high altitude aircraft and earth 
orbiting satellites, special target area 
designated 906 


ARKANSAS 


Rendering plant ordered closed for polluting 
air and streams, and emitting noxious 
odors 882 


ATOMIC ENERGY 


See also ELECTRIC POWER; ENERGY 
RESOURCES; RADIATION 

Amchitka Island underground nuclear test, 
environmentalists attempts to halt test 
denied by federal courts 790; review 
denied (US SupCt) 820 

Construction actions, AEC 885, 916, 949, 
1006 

Fusion 

—Controlled fusion as inexhaustible supply 
of energy to be produced with minimum 
environmental impact, testimonies before 
Joint Committee on Atomic Energy 828, 
855 

—Potential advantages of fusion power, Mills 
874 


Licensing and permits, AEC notices of hear- 
ings 1006 

Licensing, rule changes on public participa- 
tion in licensing process for facilities and 
on conduct of hearings, AEC 885, 915 

Liquid metal fast breeder reactors, multiple 
approach defense in depth can provide for 
safety and reliable operations 1015 

New Jersey, interdepartmental nuclear 
energy council, to coordinate state’s policy 
on peaceful use, appointed by Governor 
Cahill 870 

Nuclear power plants, 
POWER 

Reorganization of operating functions staff 
of AEC 1006 

Rubin appointed first AEC assistant general 
manager for environment and safety as 
part of major reorganization of operating 
functions staff 1006 

Safety guides on features of water cooled 
nuclear power plants, additional five 
issued, AEC 841 


see also ELECTRIC 


AUTOMOTIVE VEHICLES AND EQUIP- 
MENT 


See MOTOR VEHICLES 
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BOATS 
See SHIPS AND BOATS 


BUILDING AND CONSTRUCTION 
See CONSTRUCTION 


ENVIRONMENT REPORTER — 
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CALIFORNIA 


California Marine Sanctuaries Act, see 
ri icant FEDERAL, S 1446 - § 
145 

Foothill Freeway project, preliminary injunc- 
tion ordered until state complies with 
federal laws 821 

Highway 380 linking San Bruno and 
Pacifica, Sierra Club suit to halt prelimi- 
nary construction 822 

Legislation, series of environmental protec- 
tion bills signed by Governor Reagan 869 

Los Angeles County residents’ class action 
against corporations for air pollution 
damages and injunctive relief, dismissal up- 
held (Calif CtApp) 790 

Marine and coastal resources development 
plan for long range conservation 928 

Mercury compounds, ban for treating crop 
seeds 1014 

Motor vehicles, heavy duty vehicles, state to 
be granted waiver on standards, EPA 800; 
waiver granted, provisions 952 

Pesticide fire study committee organized to 
seek methods to deal with potential fire 
problems in areas where agricultural chemi- 
cals are kept 901 

Saline water, construction of desalting plant 
to produce fresh water for Orange County 
Water District 873 


San Francisco Bay, see LAKES AND 
RIVERS 
Santa Barbara Channel, see LAKES AND 
RIVERS 


Temperatures in state waters, amended con- 
trol policy adopted by State Water Re- 
sources Board 841 


CHEMICALS AND CHEMICAL INDUSTRY 


Californium-252, use to monitor and control 
chemical and combustion processes, ASME 
meeting 923 

Chemical Specialties Manufacturers Assn. 
meeting, comments on phosphate deter- 
gents, other chemical problems, aerosol 
and other container disposal 956 

Dow Chemical Corp. 

—Construction of chlorine caustic produc- 
tion facility of diaphragm cell type, Dow 
Chemical of Canada plans 892 

—Progress in pollution control at various 
plants, Barnes 870 

—Weather modification, effectiveness of 
polyhydric chemical for warm fog disper- 
sal, FAA contract awarded 873 

Federal Water Pollution Control Act Amend- 
ments of 1971 (S 2770), chemical industry 
opposition before MCA 882; MCA position 
on House proposal (HR 11896) 999 

Geological Society of America meeting, com- 
ments on PCBs and other toxic chemicals 
802 

Imperial Chemical Industries, Ltd., London, 
development of catalyst system for con- 
trolling automotive exhaust emissions 892 

PCBs testing program in Mississippi poultry 
discontinued, USDA 1020 

Phosphate sludge, accidental discharge into 
Peace River, Cities Service Co. sued by 
Florida 995 

Toxic Substances Control Act, see LEGIS- 
LATION, FEDERAL, S 1478 

Wholesome Fish and Fishery Products Act 
of 1971 approved by Senate Commerce 
Committee, provisions 808 


COAL 


Coal gasification, energy-supply companies 
to study feasibility of building northwest 
New Mexico plant 902 

Government procurement, see GOVERN- 
MENT PROCUREMENT 


_National Assn. 


Nov. 5—Dec. 17, 19] 


Sewage, effective use of coal in treatme 
process, OCR 873; evaluation of coal se. 
age treatment, OCR 899 

Strip mining i 

—Alternate fuel sources not adequate — 
meet requirements 951 

—Appalachian Research and Defense Ful 
files brief with Kentucky Division of St) 
Mining and Reclamation demanding tt 
permits for 30 companies be revoked 8) 

—Indirect federal regulation through sts 
regulatory apparatus, Administration’s b) 
see LEGISLATION, FEDERAL, HR 47) 

—Jellico Industries issued permanent injur 
tion prohibiting mining of portion of Te. 
nessee, firm failed to appear at hearing | 
suit brought by Justice Dept. 995 

—Pennsylvania bill regulating surface mini, 
operations approved by legislature 870 

—Senate Interior Subcommittee on Minera) 
Materials, and Fuels hearings, ‘st 
951 

—TVA contracts 

——Detailed land reclamation plans, altern| 

tives, to be provided in contracts 949 | 

—-TVA can be sued in New York t| 

environmentalists charging that contrac) 
for strip mined coal violate NEPA (D 
NY) 995 


\ 
it 


COASTAL ZONES 


Marine Resources and Engineering Develo 
ment Act of 1966 amendment, see LEGI| 
LATION, FEDERAL, HR 9229 


} 
{ 


COLORADO 


Air contaminant sources, permit system fo 
construction and operation adopted 101) 

Air Pollution,, Variance Board enforcemen 
actions 920, 1011 


CONFERENCES AND MEETINGS 


Advanced Management Research Interna 
tional, Inc. seminar on pollution control 
comments on market, government influ 
ences, solid waste management, air an 
water pollution control 916 

American Geophysical Union meeting on en 
ergy sources, effects of lead, air and ‘wate 
pollution 955 

American Society of Mechanical Engineer 
meeting on control problems, technical de 
velopments 912, 921, 924 

Chemical Specialties Manufacturers Assn 
meeting, comments on phosphate deter 
gents, other chemical problems, aeroso 
and other container disposal 956 

Electric vehicles, Second Internationa 
Symposium, comments 859 

Geological Society of America annual meet 
ing, comments 802 

Joint Conference on Sensing of Environ 
mental Pollutants, comments 890 

of Manufacturers meetin; 
views on water pollution legislation 84 
industry comments on Senate version 0 
bill, discussions on permit system, soures 
performance standards, pollution anc 
population, energy problems, watershec 
program, timber supplies 851 : 

Underground reservoirs, use for injection ant 
storage of liquid wastes, symposium of! 
environmental implications, USGS 
American Assn. of Petroleum Geologist 
898; injection as possible cause of convec 
tive movements, earthquakes, fracture 
rocks, fluid-mineral reaction 954 

Waste water recycling, regional ebnferertl 
by Ohio State U. and Ohio Environmenta 
Council 1004 


World Farm Foundation Symposium, com 
ments on industrial water uses 960 


iy 


IDEX-SUMMARY — REPORTS 27 through 33 


INGRESS 


Jouse hearings 
‘Advisory council to provide policy guid- 
ance for Office of Environmental Educa- 
jtion, execution of Environmental Educa- 
jtion Act, testimony before Education sub- 
}committee 805 
)Detergents, phosphate limits, Government 
Operations Subcommittee on Conservation 
}and the Environment hearings 797 
/Federal Water Pollution Control Act 
Amendments of 1971 (S 2770), House 
} Public Works Committee hearings, testi- 
monies 879, 882, 943, 964, 966 
Land use, testimonies before Interior Sub- 
committee on the Environment 833 
-Marine Resources and Engineering Devel- 
‘opment Act of 1966 (HR 9229), testi- 
mony on coastal zones management before 
‘Merchant Marine Committee 809 
‘Strip mining, Administration’s proposal for 
‘indirect federal regulation through state 
tegulatory apparatus (HR 4704), Interior 
subcommittee hearings, testimonies 918 
-Water pollution proposals (S 2770, HR 
11895, HR 11896), see also LEGISLA- 
TION, FEDERAL, S 2770 
loint hearings 


-Atomic energy, controlled fusion as inex-, 


haustible supply of energy to be produced 
with minimum environmental impact, testi- 
monies before Committee on Atomic En- 
ergy 828, 855 

-Solid waste recycling, Joint Economic 
Committee hearings, testimonies 825 

senate hearings 

-Calvert Cliffs decision, impact on licensing 
and regulatory functions of AEC, testi- 
monies before Interior and Insular Affairs 
Committee 793 

-Coal strip mining, testimonies before In- 
terior Subcommittee on Minerals, Mate- 
rials, and Fuels 951 

-Electric power, need for legislation to pro- 
tect recreation and aesthetic values against 
development of generating plants and need 
for increased power, testimonies before 
Interior Committee 826 

-Energy resources, testimonies before In- 
terior subcommittee on resources and sup- 
plies 888 

-Qil shale, Interior Dept.’s proposed leasing 
program, testimonies before Interior Sub- 
committee 855 

-Toxic Substances Control Act (S 1478), 
testimonies before Commerce Subcommit- 
tee 831 


SONNECTICUT 


Jept. of Environmental Protection enforce- 
ment actions 842, 868, 920, 957 ’ 

fuel oil, steps to bring users into compliance 
with regulations 1013 : 

nsecticides, state to promulgate regulations 
on use to control defoliating insects 962 

Nater Resources Comm. enforcement actions 
920 


SONST RUCTION 


see also specific subject heads 
AEC construction actions 885, 916, 949, 
1006 


Sost index for sewage treatment construc- 
tion, October, 1971 ... 906 ; 

“PA creation of permanent Technical Ad- 
visory Group to provide engineering advice 
in EPA’s federal grant program for con- 
struction of municipal sewage facilities 839 

‘ederal Water Pollution Control Act Amend- 
ments of 1971 

oe also LEGISLATION, FEDERAL, S 

70 
-Passed Senate, grants provisions 784 


Highway and heavy contracting industries, 
Joint statement outlining coordinated ef- 
forts to solve major problems issued by 
Associated General Contractors of America 
and American Road Builders’ Assn. 870 

New York City sewer and plant construction 
ges by defeat of bond amendments 


Turnkey contracting for sewage treatment 
construction, EPA proposed regulation op- 
posed by WWEMA 961 


CONTINENTAL SHELF 


Atlantic Outer Continental Shelf leasing of 
oil drilling rights, halt requested by Con- 
gressmen and Kennedy (D-Mass) until bet- 
ter safeguards are developed 799; no ex- 
ploratory drilling until thorough study has 
been made, Morton 835; Morton con- 
tinued comments on exploratory drilling, 
jurisdictional question, USGS report 944 

California Marine Sanctuaries Act, see LEG- 
ISLATION, FEDERAL, S 1446-S 1452 

Environmental Assessment Committee to be 
formed by Interior Dept. to ensure bal- 
ore multiple management of Outer Shelf 

1 

Geology of Atlantic coastal plain and Con- 
tinental Shelf, examination for petroleum 
possibilities, USGS report 936 

Louisiana, Interior Dept. to sell tracts off 
coast for oil leasing 889; Interior Dept. 
sued by environmentalists for failure to 
comply with NEPA prior to announcing 
lease sale 946; Dept. reschedules plan for 
lease sale, draft environmental impact 
statement to be issued 949 

Texas coast, oil and gas industry invited by 
Interior Dept. to submit nominations for a 
competitive lease sale of tracts 920 


D 


DELAWARE 


Air pollution codes, North American Smelt- 
ing Co. request for extra time to comply 
1012 

Water pollution control plan for FY 1972, 
EPA grant awarded 938 


DETERGENTS 


Alkaline detergents criticized, Block 832; 
criticism of Block experiments 856 

NTA ; 

—Monsanto Co. production voluntarily sus- 
pended 803 ; ; 

—Phosphate substitutes including NTA being 
studied, Procter & Gamble and EPA com- 
ments 829 

Phosphates 

—Canada standards tightened for arresting 
eutrophication of lower Great Lakes 956 

—Florida, manufacturers’ efforts to gain de- 
lay on scheduled ban in Miami area re- 
jected by Dade County Comm. 936 

_FTC authority to consider environmental 
values in enforcing trade regulations as 
intended by NEPA, Resources Defense 
Council views opposed by SDA 905 

—House Government Operations Subcommit- 
tee on Conservation and the Environment 
hearings, testimonies 797 : 4 

—Manufacturers allegedly conducting vicious 
campaign to make public believe all non- 
phosphate detergents are unsafe, DeSoto, 

c. 856 

- aUbekes being studied, including NTA, 
Procter & Gamble and EPA comments 829 

Toxic Substances Control Act, see LEGIS- 
LATION, FEDERAL, S 1478 
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DISTRICT OF COLUMBIA 


Air pollution 

—Reduction proposed by city’s Bureau of 
Air Pollution Control 872 

—Violations by city and federal facilities, no 
prosecutions as yet 1012 

Potomac River, see LAKES AND RIVERS; 
RIVER BASINS 

Solid waste, District considers rail haul, 
plans temporary burning 899 


= 


EDUCATION 


Advisory council to provide policy guidance 
for Office of Environmental Education 
805 


Forestry, USDA’s advisory committee rec- 
ommendation for expanded education pro- 
grams to improve production of wood, 
water, wildlife, other environmental factors 
1019 

“Handbook on Preparing Proposals” for en- 


vironmental education activities to be 
funded under Environmental Education 
Act 959 


Merits award program for environmental 
contributions made by high school stu- 
dents announced, Nixon 807 

Radiation, 1972 bulletin of training courses 
in radiological health, EPA 905 


ELECTRIC POWER 


See also ATOMIC ENERGY; ENERGY 
RESOURCES; RADIATION 

Beckman Instruments, Inc. development of 
modular water management analysis 
system for steam generating power plants 
927 


Calvert Cliffs Nuclear Power Plant construc- 
tion decision, impact on licensing and 
regulatory functions of AEC, testimonies 
before Senate Interior and Insular Affairs 
Committee 793 

Cleveland Electric Illuminating Co. to con- 
vert plant to burn low-sulfur coal 893 

Commonwealth Edison Co. 

—Quad-Cities nuclear generating station in 
Illinois, use of Mississippi River, Iowa 
denies cooling system permit; Illinois suit 
filed to prevent AEC from granting limited 
operating license 840; company on need 
for generating station, Illinois as irre- 
sponsible in filing suit 853; Illionis grants 
permit to operate at limited power 890; 
AEC enjoined from issuing limited opera- 
ting license, CEQ views (DC DC) 994 

Consolidated Edison Co. 

—Coal-burning boiler, denial of permission 
to keep in full operation at Arthur Kill 
facility in variance with NYC’s new Air 
Pollution Code 893; company charged 
with 22-count violation of limited air pol- 
lution variance 957 

—Indian Point Nuclear Power Station, 
license issued for fuel loading and sub- 
critical testing of Unit 2, AEC 809 

—Storm King pumped storage project, en- 
vironmentalists request that CA 2 re- 
consider its decision upholding FPC’s 
license 822 

Detroit Edison Co. fly ash removal and 
sulfur dioxide absorption system scheduled 
for operation 892 

Diesel and gas turbine engines, air pollution 
control problems, technical developments, 
ASME meeting 921 

FPC amends its regulations on environmental 
impact statements 903 

Heated water from power plants may be 
useful energy source, TVA 901 

Houston Light & Power Co. suit against EPA 
for its attempts to prevent discharge of 
heated water into Trinity River 914 
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ELECTRIC POWER-Contd. 


Load forecasts, environmental factors under- 
ly major changes, FPC 1018 

Massive research program needed to find 
more efficient and environmentally accep- 
table means of producing electric energy, 
Radin 1018 

Morgan Guarantee Trust Co. review of elec- 
tric company’s money needs for environ- 
mental improvements 926 

New York, guidelines proposed for under- 
ground construction of electric transmis- 
sion lines 896 

North central region of U.S., Phase I recon- 
naissance study on future power needs 898 

Nuclear power plants, AEC calls for partial 
suspension of construction at Diablo 
Canyon plant in California and at 
Hutchinson Island plant in Florida, list of 
plants approved for continued construction 
949 

Ohio River, heated water discharges from 
power plants as having no measurable dele- 
terious effects on aquatic life, report 805; 
Ohio orders study of nuclear power plants’ 
impact on Lake Erie and Ohio River 961 

Portland General Electric Co. 

—Fish kill in Willamette River, Oregon, by 
Portland and Crown Zellerbach Corp., suit 
filed 790 

—Trojan Nuclear Power Plant construction 
to continue pending completion of 
broadened environmental impact review, 


AEC 854 wat 
Reserve power margins improved over last 


winter except for east central states, FPC 
939 

Safety guides on features of water cooled 
nuclear power plants, additional five 
issued, AEC 841 

San Diego Gas & Electric Co. spending on 
environmental control in 1972... 926 

Senate Interior Committee hearings on need 
for protection of recreation and aesthetic 
values against development of electric 
generating plants and need for increased 
energy, testimonies 826 

Steam-electric generating plants, FPC 
proposal requiring monthly plant reports 
on cost and quality fuels 937 

Water pollution proposals of Senate and 
House, Edison Electric Institute views 
1000 


ENERGY RESOURCES 


(For individual resources, see specific subject 
heads) 

American Geophysical Union meeting, com- 
ments on solar energy feasibility, other 
sources 955 

Antitrust law, vigorous enforcement to re- 
store competition to energy market recom- 
mended by House Small Business subcom- 
mittee 1009 

API meeting, establishment of balanced 
national land use policy allowing access to 
important reserves recommended by API, 
Interior Dept. views, Jackson (D-Wash) 
urges Canadian-American cooperation 849 

Dole on energy crisis, views before NAM 
852 

Geothermal steam, Sierra Club demands that 
Interior Dept. rewrite draft environmental 
impact statement and proposed regulations 
under Geothermal Steam Act of 1970... 
938 

Government procurement, see GOVERN- 
MENT PROCUREMENT 

Interior Dept. reorganization to consolidate 
energy and minerals policies and programs 
791 


Population growth and energy consumption 
directly related, energy trends, solar 
energy, ASME meeting 921 

Reserves: decreasing, efficient use urged, Belt 
803 


ENVIRONMENT REPORTER — Nov. 5—Dec. 17, 197 


Senate Interior subcommittee hearings, testi- 
monies on needs and supply of various 
energy sources 888 


EROSION 


Texas, crtical erosion along beaches, Army 
Corps of Engineers study 841 & 


ESTUARIES 


DDT effects, testimony at EPA hearings 806 

Marine Resources and Engineering Develop- 
ment Act of 1966 amendment, see LEGIS- 
LATION, FEDERAL, HR 9229 

New York City estuarine complex, organiza- 
Sn phase of in-depth study to begin 


F 


FEDERAL FACILITIES 


District of Columbia, air pollution violations 
by city and federal facilities, no prosecu- 
tions as yet 1012 

Military installations issued water pollution 
abatement orders by New Jersey 920 

Navy, efforts to solve problems of oil pollu- 
tion, classified and oily waste, air emis- 
sions, sewage treatment, solid waste 933 


FINANCING, FEDERAL 


Environmental Protection Agency 

— Delaware receives grant for FY 1972 water 
pollution control plans 938 

—Interim grant procedures published, other 
regulations reorganized 913 

—Sewage treatment grants and 
awarded, list 872, 893, 956, 1010 

“Federal Support for Environmental Re- 
search,” Berlin ... Mono. No. 10 

HUD 

—Eligibility for grants, extension of period 
in which communities must be able to 
meet full planning requirements, SJRes 
176 passed House and Senate, sent to Pres. 
1009 

—Sewage treatment grants and 
awarded, list 896 


increases 


increases 


FISH AND WILDLIFE 


DDT effects on fish and birds, testimony at 
EPA hearings 806, 835, 860, 887, 926, 
950 

Jury verdict awarded to fishing camp opera- 
tor for damages caused by Masonite 
Corp’s. discharges and fish kill, reduced 
(DC Miss) 791 

Ohio River, heated water discharges from 
power plants as having no measurable dele- 
terious effects on aquatic life, report 805 

Portland General Electric Co. and Crown 
Zellerbach Corp. fish kill in Willamete 
River, Oregon, suit filed 790 

San Francisco Bay, Interior Dept. requests 
that Congress enact legislation setting aside 
a National Wildlife Refuge 961 

Shawnee Lake in Ohio, Hiles sentenced to 
prison for intentional poisoning of fish 
with Endrin and Strychine 791 

USDA establishment of Animal & Plant 
Health Service to assume regulatory func- 
tions formerly conducted by Agricultural 
Research Service 841 

Wholesome Fish and Fishery Products Act 
of 1971 approved by Senate Commerce 
Committee, provisions 808 


FLORIDA 


Big Cypress Swamp, state officials request 
court order to halt drainage and develop- 
ment, suit filed 850 


Dept. of Air and Water Pollution Contro 
enforcement actions 958 i 

Detergents, manufacturers’ efforts to g 

delay on scheduled phosphates ban it 

Miami area rejected by Dade County 
Comm. 936 

Ecological Science Corp. and asia 
Ecology Utilities, Inc. distribution of filth 
contaminated drinking water, receiver ap 
pointed (Fla CirCt) 790; firm files petitinl 
for arraignment under Federal Bankruptcy 
Act 821 

Land developer excavation of waterway ané 
destruction of mangrove trees near Gulf of 
Mexico, Justice Dept. suit filed 882 

North Miami Beach ordered to clean up foul) 
orders from its Myrtle Grove sewage treat) 
ment plant and remove processing sludge 
from canal 996 

Oil spills in Florida waters, state law im- 
posing unlimited liability on shippers de- 
clared unconstitutional (DC Fla) 995 | 

Phosphate sludge, accidental discharge into) 
Peace River by Cities Service Co., stata 
suit filed 995 

Thermal pollution standards proposed by Air 
& Water Pollution Control Dept. 937 


FOOD 


Grape-processing companies agreement to 
undertake water pollution abatement pro- 
grams for Lake Erie, Justice Dept. pro- 
posed consent judgment filed 850 

PCBs testing program in Mississippi poultry 
discontinued, USDA 1020 

Sugar-beet refineries in i5 states, agreement 
reached with EPA for control of organic 
wastes 871 

Wholesome Fish and Fishery Products Act 
of 1971 approved by Senate Commerce 
Committee, provisions 808 


FORESTS 


Bankhead National Forest, appeal of federal 
court’s refusal to enjoin mineral explora- 
tion and mining filed by Alabama 882 

Sequoia National Forest, Calif., development 
of commercial recreational facility, Sierra 
Club standing to sue for injunction to 
block, arguments scheduled before US 
SupCt 790; Government and Sierra Club 
arguments 848 

Supplies of timber low, Forest Service views 
before NAM 853 

USDA’s advisory committee on state and 
private forestry recommendation for ex- 
tended education programs to improve 
production of wood, water, wildlife, other 
environmental factors 1019 


G 


GASOLINE 
See MOTOR VEHICLES 


GENERAL POLICY 


Argiculture Dept. 

—Animal & Plant Health Services established 
by USDA to assume regulatory functions 
formerly conducted by Agricultural Re- 
search Servicé 841 

—Secretary Hardin resignation, Butz appoint- 
ed 858; reopened hearings on confirmation 
of Butz requested of Senate Agriculture 
Committee by Sierra Club 890 

Benefits of pollution control outweigh costs, 
Train comments before Soft Drink Assn. 
888 5 


/ 


NDEX-SUMMARY — REPORTS 27 through 33 


ENERAL POLICY—Contd. 


vironmental impact statements 

-CEQ guidelines for preparation of state- 
ments, suggestions on possible revisions 
invited 993 

-Federal agencies, list 842, 867, 893, 931, 

| 957, 1012 

-FPC amends its regulations 903 

“Justice Dept.’s Law Enforcement Assis- 

“tance Admn. to give full consideration to 

environmental impacts in its decisions 808 

-NASA policy notice published as guide for 
statements 862 

#nvironmental Protection Agency 

-Booklet describing role of EPA in combat- 
ing air and water pollution, solid waste, 
pesticides, radiation, noise 907 

-Busch appointed regional administrator for 
five-state Southwestern Region VI 925 

—“Early warning system” established for 
identifying potential trouble spots where 
environmental requirements force closure 
of industrial plants 856; Labor Dept. — 
EPA cooperation on economic control of 
dislocations 884 

-Fine arts, documentary programs on en- 
vironment 933 

-Price increases for antipollution costs sup- 
ported by Ruckelshaus, waiver of antitrust 
laws for inter-company work on automo- 
bile pollution control devices opposed at 
this time, investigation of water quality of 
Kanawha River in West Virginia, press con- 
ference 947 

—Public information, proposed regulations to 
‘establish procedures for obtaining, com- 
ments received 886; final regulations adop- 
ted, amendment proposed on confidential 
information, text 953, 970 

—Region II, implementation plans and per- 
mit system as major areas of effort, some 
air quality problems out of control of 
both EPA and states 1005 

—Urban problems, increased EPA role in 
cities recommended by task force 1001 

Federal Trade Comm. procedures for meet- 


ing NEPA 935 
Federal Water Pollution Control Act Amend- 
ments of 1971, see LEGISLATION, 


FEDERAL, S 2770 


Geological Society of America annual meet- | 


ing, comments on various issues 802 

Government procurement, see GOVERN- 
MENT PROCUREMENT 

High school students, merits award program 
for environmental contributions announc- 
ed, Nixon 807 

Inner city residents concerned about en- 
vironmental problems, lack faith that ac- 
tion will be taken 859 

Interior Dept. fe 

—Oil Import Admn. incorporation into 
Office of Oil and Gas 791 

—Reorganization to consolidate energy and 
minerals policies and programs 791 

International and foreign affairs, see INTER- 
NATIONAL AND FOREIGN AFFAIRS 

National Environmental Center Act of 1971, 
see LEGISLATION, FEDERAL, S 1113 

National environmental data bank, see 
LEGISLATION, FEDERAL, HR 56, S 681 

National Environmental Policy Act, imple- 
mentation procedures issued by GSA 962 

Plant closings in small communities increase 
due to inability to meet pollution abate- 
ment standards, Commerce dept. 801 _ 

Sierra Club adopts resolutions on various 
environmental problems 963 

State pollution control officials form group 
to represent their interests to Congress and 
Federal Government 862 

Supplemental appropriations for FY 1972, 
see LEGISLATION, FEDERAL, HR 
11955 

Urban Environmental Conference, group to 
coordinate efforts of environmental, labor, 
antipoverty organizations 1000 


GEORGIA 
vary row standards proposed, hearings set 


Atlanta office building and apartment com- 
plex charged with polluting city’s water 
source, Justice Dept. suit filed 821 

Landfill firm fined for violation of air pollu- 
tion laws, Assistant Attorney General’s en- 
forcement action 958 


GOVERNMENT PROCUREMENT 


Agriculture Dept. 

—Fire ant and gypsy moth control, contracts 
awarded 807 

Air Force 

—Research on programs in environmental 
physiology and ecosystem ecology, con- 
tract awarded 872 

Army 


—Environmental pollution in utilization of 


army materials, R&D program, contract 
awarded 872 

—M715_ series vehicle, emissions control 
system development, negotiations 904 

—Noise, study of intense acoustic stimula- 
tion and noise susceptibility in hearing 
conversation in military environment, con- 
tract awarded 872 

—Sylvatic plague and evaluation of system- 
ic pesticides for control of wild rodents 
and their fleas, research contract awarded 
872 

—Topographic Command to contract for 
study of treatment of water quality factors 
in water supply analysis 1015 

—Trucks, emission control program, contract 
awarded 841 

Coast Guard 

—Oil slicks on sea surface, contractor sought 
to develop operational prototype system 
for remote airborne detection and mapping 
869 

—Organic matter in sea, studies to develop 
methods for establishing baseline trends of 
petroleum pollutants, contract awarded 
1019 


—Petroleum products removal from top lay- 
ers of ice under arctic winter conditions, 
evaluation of materials, contractor sought 
869 

—Remote sensors for aircraft as part of 
effort to develop operational capability to 
detect illegal oil spills in ocean, contractor 
sought 960 

Environmental Protection Agency 

—Acquisitioned documents, indexing and ab- 
stracting, negotiations 897 

—Air quality, maintenance of community 
support programs, negotiations 841 

—Aluminum reduction plants, sampling and 
testing of source emissions from, contract 
awarded 874 

—Aquatic environments, operational infor- 
mation center on analytical methodology, 
contract awarded 1019 

—Architect-engineer services for preparation 
of technical bulletins and federal guide- 
lines, contract awarded 872 

—Automobile differential gas turbine engine 
study, contract awarded 904 

—Basin and area-wide water quality manage- 
ment and planning at state and local level, 
study, negotiations 897 

—Chlor-alkali plants, analysis of air pollution 
emissions, negotiations 1019 

—Coastal waters, contract to develop na- 
tional plan for monitoring quality 897 

—Combustion parameters, effects on emis- 
sion from heating equipment, negotiations 
841 

—Combustion parameters that affect nitro- 
gen oxide and carbon (smoke) as it relates 
to nitrogen oxide control in diesel engines, 
contractor sought 960 

—Consolidated contracts and grants informa- 
tion system, contractor sought 897 
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—Disputes between contractors and EPA, 
regulation, text 799, 810 
—Field sampling of atmospheric emissions, 
tests to determine efficiencies of control 
equipment, chemical analysis of emissions 
from various industries, contract awarded 
874, 961 
—Gaseous pollutants, testing of chemical 
methods for sampling and analysis, negoti- 
ations 904 
—Implementation plans for air quality con- 
trol regions, technical services for prepara- 
tion, contract awarded 961 
—Implementation plans, workshops to pro- 
vide information to general public, negotia- 
tions 841 
—Instrument capable of direct assay of 
benzo (a) pyrine in ambient air, develop- 
ment, contractor sought 868 
—National Environmental Research Center’s 
solid waste contracts 
—-—Chemical industries, study of alternatives 
for waste management 1004 
——Chemical separation techniques, applica- 
tion to solid waste separation, economic 
and technical feasibility 1003 
——Heat recovery in municipal incinerators, 
technical and economic problems 1003 
——Household refuse grinding with sewer 
transport, technical review and economic 
sensitivity analysis 1003 
— —Land clearing waste study 1003 
——Molten salt for pyrolyzing solid waste, 
economic and technical feasibility 1003 
——Preliminary investigation of alternative 
physical, chemical, biological leachate 
treatment methods on laboratory scale 
1004 
——Refuse sorting systems, evaluation 1003 
—Natural hydrocarbon emission, contribu- 
tion to overall hydrocarbon pollution, re- 
quests for proposals 1019 
—Oxide recuperator development for auto- 
mobile gas turbine engine, contract award- 
ed 904 
—Pesticides, community study of effects on 
humans; analytical work on pesticide resi- 
due; effects of pesticides on human health, 
contracts awarded 961 
—Phosphate fertilizer plants, source sampling 
of air contaminants, negotiations 937; con- 
tract awarded 961 
—Polynuclear aromatics, sources in automo- 
tive exhaust and fate of these compounds 
in emission control systems, contract ex- 
tension awarded 1019 
—Recycled oil-contaminated water, contrac- 
tor sought for development of equipment - 
and processes 960 
—Regenerative limestone process for fluid- 
ized bed coal combustion and desulfuriza- 
tion, contract awarded 937 
— Regulations 
——Negotiation of profit or fee similar to 
DOD’s Weighted Guidelines, proposed 
regulation issued 839 
—-—Turnkey contracting for sewage treat- 
ment construction, EPA proposed regula- 
tion opposed by WWEMA 961 
—Reverse osmosis, applicability to pre-con- 
centration of hazardous material solutions, 
negotiations 936 
—Solid waste management manpower 
——National survey, continuation of existing 
contract, negotiations 960 
——Requirements for manpower and _train- 
ing, contractor sought 936 
—Stationary source aldehyde, organic acid, 
and amine emissions, development of in- 
strumentation for measurement, contractor 
sought 868 
—Sulfur dioxide limestone scrubbers, proto- 
type testing and data evaluation, contrac 
awarded 937 : : 
—Surveillance studies of emissions from light 
duty vehicles and from smoke of heavy 
duty diesel and gasoline powered vehicles, 
negotiations 868 
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GOVERNMENT PROCUREMENT-—Contd. 


Environmental Protection Agency—Contd. 

—Texas gas sulfur, a phosphate fertilizer 
plant, negotiations for sampling and testing 
of source emissions 869 

—Urban water supply system, feasibility of 
developing rating system to predict ability 
to meet limits of Federal Drinking Water 
Standards, contractors sought 840 

—Vapor generator feedpump for Rankine 
Cycle Automotive Propulsion System, con- 
tractor sought 868 

—Water quality monitoring in distribution 
systems, contract awarded 841 

—Wood pulping industry, contractor sought 
to develop guidelines on enforcement as- 
pects of in-plant monitoring for air pollu- 
tion compliance 904 

Federal Aviation Admn. 

—Fog dispersal techniques, contracts award- 
ed 938 

—Noise levels of turbofan and turbojet air- 
craft, feasible methods of reducing, study 
contract negotiations 869 

—Polyhydric chemicals for warm fog dis- 
persal, effectiveness studied, contract 
awarded 873 

Federal Water Pollution Control Act Amend- 
ments of 1971 

—See also LEGISLATION, FEDERAL, S 
2770 

—Passed Senate, federal procurement provi- 
sions 789 

Health Services & Mental Health Admn. 

—Cadmium, pertinent criteria documentation 
in shortest possible time, requests for pro- 
posals 1019 

—Fibrous glass, pertinent criteria documenta- 
tion in shortest possible time, requests for 
proposals 1019 

Housing & Urban Development Dept. 

—Total energy economic evaluation, research 
services sought 937 

Maritime Admn. 

—Moth-balled Liberty ships, conversion into 
floating waste treatment plants, contract 
awarded 937 

Mines Bureau 

—Issue paper reviewing current status of 
feasibility of producing oil shale in com- 
mercial quantities 1015 

National Aeronautics & Space Admn. 

—Airborne hydro-optics shallow water sur- 
vey system, study contract awarded 939 

—Atmospheric pollution sampling equipment 
on commercial air transports, feasibility, 
contractor sought 868 


National Oceanic & Atmospheric Admn. 

—Cloud seeding program in Southern Flori- 
da, contractor sought 960 

Navy 

—Gulf Stream 
awarded 1019 

—QOil and water pollution study, contract 
awarded 1019 

—Oily wastes from vessels, pollution abate- 
ment R&D effort, contractor sought 960 

Office of Coal Research 

—Pilot plant to speed development of com- 
mercial process for. converting coal to 
aaa natural gas, contract awarded 
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oceanography, contract 


Office of Saline Water 

—Asymmetric hollow fibers for desalination 
by reverse osmosis, contract awarded 869 

—Composite desalination tubing, develop- 
ment contract awarded 961 

—Composite membrane technology R&D, 
negotiations 960 

—Dry process preparation of reverse osmosis, 
contract awarded 1019 

—Dry reverse osmosis membranes, contract 
awarded 841 

~Economic evaluation of direct contact de- 
sulfaction to soften seawater, contract 
awarded 869 
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—Engineering and technical services on 
water-technology related aspects of saline 
water conversion and preparation of envi- 
ronmental impact statements, continuation 
of existing program, contract awarded 936 

—Improved membranes for reverse osmosis, 
negotiations 1015 

—lon-exchange resins and membranes for use 
in piezodialysis, negotiations 960 

—One-pass hollow fiber sea water desalina- 
tion module, contract awarded 961 

—Pilot plant to desalt water by use of low 
cost freezing process, other contracts 
awarded 897 

—Portable reverse osmosis test plant, con- 
tractor sought 1015 

—Reverse osmosis plant; conceptual design 
of two-pass sea water reverse osmosis test 
bed; technical assistance for vapor com- 
pressor activities, contracts awarded 869 

—Scaled-up reverse osmosis sand logs for sea 
water desalting, negotiations 960 

—Stainless steels optimization for use as 

- condenser tube material in desalination 
plants, other contracts awarded 939 

Reclamation Bureau 

—Water resource projects in western states, 
evaluation of economic benefits, contrac- 
tor sought 936 

Tennessee Valley Authority 

—Strip mine contracts to provide for de- 
tailed land reclamation plans, alternatives 
949 

West Virginia Dept. of Finance and Admn. 

—Reverse osmosis system for W.Va. Univer- 
sity, contractor sought 897 


H 


HIGHWAYS 


Comm. on Highway Beautification estab- 
lishes offices in Washington, D.C. 891 

DOT urged by EDF to prepare environ- 
mental impact statement for federal high- 
way program 935 

Foothill Freeway project in California, pre- 
liminary injunction issued until state com- 
plies with federal laws 821 

Joint statement outlining coordinated efforts 
to solve major problems of highway and 
heavy contracting industries issued by As- 
sociated General Contractors of America 
and American Road Builders’ Assn. 870 

Noise problems, EPA hearing, testimony 837 

Pennsylvania Route 872, federally-funded 
highway, NEPA does not apply tetroac- 
tively (CA 3) 946 

Preliminary injunctions issued barring further 
construction of federally-funded Interstate 
495 through Atlanta and highway through 
campus of U. of South Dakota until state 
oN federal officials comply with NEPA 

1 

San Francisco, Sierra Club suit filed to halt 
preliminary construction of Highway 380 
linking San Bruno and Pacifica 822 


ILLINOIS 


Air pollution control, Pollution Control 
bore hearings on proposed regulations 
8 

Asbestos regulations to be adopted 1015 

Beverage containers regulation proposal 1015 

Chicago O’Hare International Airport, noise 
abatement and control study released 801 


Commonwealth Edison Co.’s QuadCities nv a 
clear generating station in Illinois, use 0} fi 
Mississippi River, Iowa denies cooli 
system permit; Illinois suit filed to prevent 
AEC from granting limited operating li- 
cense 840; company on need for generat-), 
ing station, Illinois as irresponsible in filing 
suit 853; Illinois grants permit to operate 
at limited power 890; AEC enjoined from) 
issuing limited operating license, CEQ’ 
views (DC DC) 994 | 

Illinois Environmental Protection Agency onal 
forcement actions 1012 i 

Lead in atmosphere, automobile exhausts } 
responsible for 95 percent, report 1014 

Mines, mine refuse areas, regulations pro- | 
posed to require permit for opening, oper- 
ating, abandoning 1018 

Mississippi River thermal standards adopted | 
by state Pollution Control Board 1015 j 

Pollution Control Board enforcement actions 
842, 868, 920 

Sewage treatment, additional grants for local. 


projects announced by Governor Ogilvie 
935 


INDIANA 


Air contaminants, hearings set on rules to 
limit hydrocarbons, carbon monoxide, and 
nitrogen dioxide, consideration of sulfur 
dioxide regulation 928 

Communities of Covington, Logansport, and 
Montezuma. served with 180-day notices 
for alleged water quality standards viola- 
tions, EPA 841 

Stream Pollution Control Board enforcement 
actions 894 


INDUSTRY (In General) 


See also specific subject heads; LITIGATION 

$105 billion to be spent by U.S. industry 
for pollution control between 1971 and 
1975, NIPCC 870 

Advanced Management Research Inter- 
national, Inc. seminar on pollution control, 
comments on market, government in- 
fluences, solid waste management, air and 
water pollution control 916 

Arcade Industries, Inc. recycling of raw 
whey into pet food and bakery produce 
elements 893 

Beckman Instruments, Inc. 

—Environmental sales for FY 1971 ... 927 

—Modular water management analysis 
pstem for steam generating power plants 

—Nitrogen oxide analyzer development 892 

Closure of industrial plants due to environ- 
mental requirements, ‘early warnings 
system’’ for identifying potential trouble 
spots established by EPA 856 

Environmental management, marketing busi- 
ness, comments at ASME meeting 924 

Esso Research and Engineering Co. pilot 
plant studies showing 90 percent deaulher 
zation on fuel oil 891 

Financial statements of corporations, manda- 
tory disclosure of effects of industrial 
pperne on environment recommended 


Industrial Metal’ Lithographine Corp., closed 
by New Jersey for polluting air, to dissolve 
its business 958 

Management problems brought about. by in- 
dustrial pollution control measures as sub- 
ject of film by BNA Films 1011 

Motors Wheels Corp. acid recovery system, 
smokeless incinerator, antinoise device 927 


' 
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IDUSTRY (In General)—Contd. 


utual funds handled by Investors Diversi- 
ified Services, Inc. will not knowingly in- 
yest in corporations which ignore anti- 
P ollution laws 927 
cific Northwest Pollution Control Assn. 
awards three companies with “water pro- 
‘tection awards” 927 

t closings in small communities increase 
‘due to inability to meet pollution abate- 
ment standards, Commerce Dept. 801 
paulding Fibre Co. complex to control air 
pollution 893 
‘exarkana, Tex. man claims illness as result 
of industrial air pollution, suit filed against 
several firms 822 
Inion Carbide Corp. industrial revenue 
bonds to finance cost of pollution control 
equipment for West Virginia plant, per- 
ay granted to issue (WVa CountyCt) 
Vater, industrial uses by 1980, comments at 
World Farm Foundation Symposium 960 
Vater pollution control proposals, general 
industry views on HR 11895, HR 11896 
... 998, 999 
turn Industries, Inc. annual report showing 
FY 1971 sales volume derived from pol- 
lution control systems 871 


NSURANCE 


‘committee on corporate social responsibility 
established by respresentatives of four ma- 
jor insurance trade associations 1017 


NTERNATIONAL 
AFFAIRS 


972 United Nations Conference on the 
Environment, U.S. goals 822; resolution 
directing attention of Conference to 
effects of pollution control on_ inter- 
national trade, Williams (D-NJ) 1019 
nergy resources 

‘Dependency on foreign sources, Dole 888 
Jackson (D-Wash) urges closer 
Canadian-American cooperation 849 

xreat Lakes, Canada rules tightened for 
arresting eutrophication of lower Lakes 
956 

nternational Conference on Ocean Pol- 
lution, Heyerdahl and Commoner’s views 
834 


nternational Joint Comm. of U.S. and 
Canada summary report on cleanup of 
Niagara River and Lake Ontario 862 
farine Protection & Research Act, 
LEGISLATION, FEDERAL, HR 9727 
esticides, imports and exports, provisions in 
Federal Environmental Pesticide Control 
Act of 1971 (HR 10729) 818 


audi Arabia approves desalting plant built 
with OSW design and supervision 872 
‘rans-Alaska pipeline, Canadian views, sce 
ALASKA 

Inion Carbide, Ltd. in Ontario, Canada to 
shut down furnaces used in ferroalloy 
operations instead of abating pollution 921 
‘isiting Swedish delegation, seminar on land 
use planning and solid waste disposal 792; 
delegation told of U.S. goals for 1972 
United Nations Conference on the Envi- 
ronment 822; detergent — problems 
examined 829; Commonwealth Edison Co. 
cites need for Quad Cities nuclear generat: 
ing station, Illinois as irresponsible in filing 
suit 853 
Vorld Bank study, urban renewal depending 
on good sewerage and water supply 906 


AND FOREIGN 


see 


1OWA 


Commonwealth Edison Co.’s Quad-Cities nu- 
clear generating station in Illinois, use of 
Mississippi River, Iowa denies cooling 
system permit; Illinois suit filed to prevent 
AEC from granting limited operating 
license 840; company on need for generat- 
ing station, Illinois as irresponsible in filing 
suit 853; Illinois grants permit to operate 
at limit power 850: AEC enjoined from 
issuing limited operating license, CEQ 
views (DC DC) 994 

Des Moines passes ordinance setting air pol- 
lution control standards 928 

Water Pollution Control Comm. enforcement 
actions 1012 


J 


JUSTICE DEPARTMENT 


Atlanta office building and apartment com- 
plex charged with polluting city’s water 
source, Dept. suit filed 821 

Baltimore Import Car Service & Storage, Inc. 
washing of kerosene and grease into Col- 
gate Creek, Dept. suit filed for injunction 
barring further discharges 821 

Environmental impact statements, Dept.’s 
Law Enforcement Assistance Admn. to 
give full consideration to environmental 
impacts in its decisions 808 

Florida land developer excavation of water- 
way and destruction of mangrove trees 
near Gulf of Mexico, Dept. suit filed 882 

Ford Motor Co. shipping of cars and trucks 
to dealers before certification of com- 
pliance with emission standards, Dept. suit 
filed 915 

Grape-processing companies agreement to 
undertake water pollution abatement pro- 
grams for Lake Erie, Dept. proposed con- 
sent judgment filed 850 

Merrimack River, Dept. suit filed against six 
Massachusetts to halt discharges of in- 
dustrial wastes 996 

Prison center in scenic and historical area of 
Virginia, Law Enforcement Assistance 
Admn. must comply with NEPA prior to 
granting federal funds under Safe Streets 
Act for construction (CA 4) 850 

Strip mining company issued permanent in- 
junction for mining portion of Tennessee, 
firm failed to appeal at hearing in suit 
brought by Justice Dept. 995 

Union Pacific Railroad Co. pollution of 
Great Salt Lake tributary, Dept. suit filed 
791 


K 


KENTUCKY 


Air Pollution Control Comm. enforcement 
actions 842, 958 ; u 

Appalachian Research and Defense Fund 
files legal brief with State Division of Strip 
Mining and Reclamation demanding that 
strip mining permits for 30 companies be 
revoked 868 

Rivers bordering Kentucky, classification for 
recreational uses asked by EPA 953 


L 


LAKES AND RIVERS 


(Includes similar bodies of water, e.g. bays) 

Agano River in Japan, Japanese chemical 
firm ruled responsible for fatal mercury 
poisoning of persons near its plants 
through pollution of River 851 aes 

Big Cypress Swamp in Florida, state officials 
request court order to halt drainage and 
development, suit filed 850 
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Calumet River, Wisconsin Steel division of 
International Harvester Co. fined for oil 
pollution (DC Il) 996 

Chattahoochee River, Atlanta office building 
and apartment complex charged with pol- 
luting River and tributary, thus contamina- 
ting city’s water source, Justice Dept. suit 
filed 821 

Chesapeake Bay, pilot study to determine if 
chlorinated hydrocarbons exist in Bay, 
Maryland-Westinghouse Electric joint pro- 
gram 934 

Chicod Creek in North Carolina, Soil Con- 
servation Service channelization, environ- 
mentalists’ suit filed 946 

Colgate Creek flowing into Chesapeake Bay, 
Baltimore Import Car Service & Storage, 
Inc. indicted for washing in kerosene and 
grease, suit filed by Justice Dept. for in- 
junction barring further discharges 821 

Fox River, Wisconsin paper mill’s request for 
Refuse Act permit to discharge wastes 
coe by Chicago environmentalists 

3 

Galveston Bay, Humble Oil & Refining Co. 
convicted of spilling oil (DC Tex) 821; 
fined 915 

Great Lakes 

~See also names of specific lakes under this 
heading 

—Canada_ rules tightened for arresting 
eutrophication of lower Great Lakes 956 

Great Salt Lake tributary, Union Pacific 
Railroad Co. pollution, Justice Dept. suit 
filed 791 

Houston Ship Channel, Armco Steel Corp. 
to construct .waste treatment facilities 
designed to eliminate discharges in return 
for modification of earlier court order 830 

Hudson River, Anaconda Wire & Cable Co. 
fined for discharging copper wastes (DC 
NY) 850 

Indiana Harbor shipping canal at East Chica- 
go, Lake George Branch, Atlantic-Richfield 
Oil Co. found guilty of oil pollution (DC 
Ind) 996 

Kanawha River in West Virginia, EPA in- 
vestigation of water quality, enforcement 
conference possible 947 

Kentucky-border rivers classification for re- 
creational uses requested by EPA of state 
953 

Lake Erie, grape-processing companies agree- 
ment to undertake water pollution abate- 
ment programs, Justice Dept. proposed 
consent judgment filed 850 

Lake Ontario, International Joint Comm. of 
U.S. and Canada summary report on clean- 
up efforts 862 

Lake Superior, reserve Mining Co.'s ore pro- 
cessing plant, EPA gives firm time to com- 
ment on five disposal plans 831; Reserve 
requests meeting with EPA and Roy E. 
Weston, Inc. to discuss pollution abate- 
ment 959 

Long Island Sound, Gulf Oil Corp. suit filed 
to recover damages when its leased tanker 
tan aground spoiling cargo and polluting 
water with oil 996 

Merrimack River, Justice Dept. suit filed 
against six Massachusetts firms to halt dis- 
charges of industrial wastes 996 

Miami River, Miami junkyards charged with 
dumping auto scrap and crushed car bodies 
791 


Mississippi River 

—Commonwealth Edison Co.’s Quad-Cities 
nuclear generating station, use of River, 
see ILLINOIS 

~Kaiser Aluminum & Chemical Corp. dump- 
ing of bauxite containing mercury, EPA 
considers action 921 

Mount Hope Bay at the Massachusetts- 
Rhode Island border, federal-state enforce- 
ment conference announced 889; con- 
ference recessed because of disagreements, 
Massachusetts and power company’s posi- 
tion 947 
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LAKES AND RIVERS—Contd. 


Niagara River, International Joint Comm. of 
U.S. and Canada summary report on clean- 
up progress 862 

Peace River, Cities Service Co. accidental 
discharge of phosphate sludge, Florida suit 
filed 995 

Potomac River, Enforcement Conference 
meeting reconvened, progress on improve- 
ment plans, Stein 864 

River basins, see RIVER BASINS 

San Francisco Bay 

—Land use, USGS-HUD planning report on 
study of Bay area and water 905 

—National Wildlife Refuge requested of Con- 
gress by Interior Dept. 961 

—Standard Oil Co. of California and sub- 
sidiary, Chervon Shipping Co. indicted for 
oil spill 791; fined (DC Calif) 821 

Santa Barbara Channel 

—Settlement between oil companies and pro- 
perty owners in Santa Barbara and Ven- 
tura counties for damages from 1969 oil 
spill 914 

—Technique for “fingerprinting” oil from 
1969 platform blowout devised by 
scientists 900 

Shawnee Lake in Ohio, Hiles sentenced to 
prison for intentional poisoning with En- 
drin and strychnine 791 

Snake River in Idaho as subject of EPA 
water quality study 939 

Thermal pollution, see THERMAL POL- 
LUTION 

Watersheds, proper stabilization and manage- 
ment to be major factor in solving river 
pollution problems, Schwengel. (R-lowa) 
934 


Willamette River in Oregon, Portland 
General Electric Co. and Crown Zellerbach 
Corp. fish kill, suit filed 790 


LAND USE 


See also RECREATION 

Computerized data maps on land use pre- 
pared by USGS and NASA 900 

Energy resources, establishment of balanced 
national policy allowing access to impor- 
tant reserves recommended by API, In- 
terior Dept. views, Jackson (D-Wash) urges 
closer Canadian-American cooperation 849 

Florida land developer excavation of water- 
way and destruction of mangrove trees 
near Gulf of Mexico, Justice Dept. suit 
filed 882 

Geological Society of America meeting, com- 
ments on need for planning to protect 
water resources 803 

Highways, see HIGHWAYS 

Landfills and dumps built without regard for 
movement of gases produced within and 
adjacent to them, Bowerman 891 

National land use policy, testimonies before 
House Interior Subcommittee on the En- 
vironment 833, 890 

New York Town of Southeast’s zoning 
change of developer’s land because of need 
for adequate spacing of septic tanks 
upheld (NY CtApp) 822 

Reserves decreasing, efficient use urged, Belt 
803 , 

San Francisco Bay area, USGS-HUD plan- 
ning report on study 905 

Seminar in New York presented to visiting 
Swedish delegation, land use planning as 
theme 792 

Underground reservoirs, use for injection and 
storage of liquid wates, symposium on 
environmental implications, USGS- 
American Assn. of Petroleum Geologists 


898; injection as possible case of con- | 


vective movements, earthquakes, fractured 
rocks, fluid-mineral reaction 954 
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LEGISLATION, FEDERAL 


(Includes only bills with assigned numbers 
mentioned and explained in the issues; for 
other legislation, see GENERAL POLICY; 
specific subject heads) 


HR 


56, National Environmental Data System 

—CEQ and EPA opposition, duplication of 
efforts cited, Dingell (D-Mich) criticism of 
poorly organized government research 887 

681, National Environmental Center 

—CEQ and EPA opposition, duplication of 
efforts cited, Dingell (D-Mich) criticism of 
poorly organized government research 887 

4704, Strip mining 

—Administration’s proposal for indirect fed- 
eral regulation through state regulatory 
apparatus, House Interior subcommittee 
hearings, testimonies 918 

6893, Weather modification activities, re- 
porting to Federal Government 

—Passed House and Senate, sent to Pres., 
provisions 1008 

9229, Marine Resources and Engineering 
Development Act of 1966 amendments 

—Coastal zone management, testimony 
soie House Merchant Marine Committee 

9727, Marine Protection & Research Act 

—Senate Commerce Committee approval, bill 
eliminates Title III, “Marine Sanctuaries,” 
as written in House approved bill, pro- 
visions and comparison to House proposal 
820; Senate amendments and major pro- 
visions, House-Senate conference commit- 
tee meeting scheduled 991 

10203, Water resources research institutes, 
increased authorization 

—Passed Senate, sent to Pres., provisions 887 

10729, Federal Environmental Pesticide Con- 
trol Act of 1971 

—Passed House, rewrite of existing Federal 
Insecticide, Fungicide, and Rodenticide 
Act, provisions 816 

11895, 11896, Water pollution control 

—See also subhead: S 2770 

—House Public Works Committee bill as 
vehicle to reopen hearings on issues in 
Senate-passed bill (S 2770), industry com- 
ments 879 

em Supplemental appropriations for FY 
1971 


—Passed House and Senate, sent to con- 
ference, provisions 953; sent to Pres., pro- 
visions 1008 


S 


993, Mined Areas Protection Act 

—Testimonies before Senate Interior Sub- 
committee on Minerals, Materials, and 
Fuels 856, 951 

1015, Environmental Financing Authority 

—Approved by Senate Public Works Com- 
mittee, referred to Banking Committee, 
provisions 829 

ey National Environmental Center Act of 
1971 

errs y Senate, sent to House, provisions 

5 


1446-1452, California Marine Sanctuaries 


Act 

—Creation of sanctuaries off coast adjacent 
to state-owned submerged lands where 
California suspended. leasing for exploita- 
tion of oil, gas, other minerals, provisions, 
petroleum industry comments 800; Admin- 
istration’s opposition, Cranston (D-Calif) 
and industry views 832 

1478, Toxic Substances Control Act 

—Provisions, comments before meeting of 
Geological Society of America 802; testi- 
monies before Senate Commerce Subcom- 
mittee 831 


| 
1498, Environmental Protection and ey 
hancement Act i 
—Testimonies before Senate Interior Sut 
committee on Minerals, Materials, an 
Fuels 856 z 
2007, Economic Opportunity Act amené 
ments } 
—Creation of environmental action progran 
providing payment for low income person 
working on pollution projects, approver 
by Senate and House conferees 939 i 
2248, Secy. of Interior’s authority to | 
in feasibility investigations of water re. 
source developments a 
—Passed Senate, sent to Pres., list of project, 
1008 i 
2770, Federal Water Pollution Control Ac, 
Amendments of 1971 * 
—Passed Senate, provisions 783; Nixon dis} 
satisfied with Senate bill, urges House te 
consider changes, Blatnik (D-Minn) ané 
EPA views, House and Senate agreeme: 
to extend existing Act 815; Muskie (D-Me) 
and Randolph (D-WVa) views on bill and 
Administration’s position 847; industry, 
views on Senate version before NAM meet- 
ing 851; House Public Works Committee 
bill introduced (HR 11895) as vehicle to 
reopen hearings on issues in Senate-passed 
bill, industry comments, provisions 0: 
House bill 879; chemical industry opposi 
tion 882; continued House hearings, in- 
dustry, government, environmentalists’ 
testimonies 918; Schwengel (R-Iowa) urge 
step-up in watershed stabilization and man- 
agement program 934; continued House 
hearings, testimonies on zero discharge 
goal, sewage treatment grant program, 
citizen suit provisions, text 943, 964, 966; 
House Public Works Committee approves 
bill following hearings, testimonies by fed- 
eral, state, local governments, industries, 
and environmentalists 996 
2887, River Basin Monetary Authorizations 
and Miscellaneous Civil Works Amendment 
Act of 1971 
—Passed Senate, sent to House, provisions 
915 


| 


LITIGATION (In General) 


(See also specific subject heads. For deci- 
sional material, see DECISIONS binder.) 

Citizens suits 

—Federal Water Pollution Control 
Amendments of 1971 

——See also LEGISLATION, FEDERAL, S 

2770 

——Passed Senate, provisions 789 

—Final regulations under Clean Air Act, 
EPA 944 

Ecological Science Corp. and _ subsidiary, 
Ecology Utilities, Inc. distribution of filthy 
contaminated drinking water, receiver 
appointed (Fla CirCt) 790; firm files pett- 
tion for arrangement under Federal Bank- 
ruptcy Act 821 

J.J. O'Donnell Woolens, Inc. and president 
fined for violating Refuse Act (DC Mass) 
850 

Jury verdict awarded to fishing camp opera- 
tor for damages caused by Masonite Corp.'s 
discharges and fish kill, reduced (DC Miss) 
791 

Los Angeles County, Calif. residents’ class 
action against corporations for air pollu- 
tion damages and injunctive relief, dis- 
missal upheld (Calif CtApp) 790 

Peerless Division of American Cement Corp. 
agreed to correct pollution problems at its 
Detroit, Mich. plant 996 

TVA request that suit seeking to halt work 
on Tellico Dam be tried on DC Tenn 
instead of DC Ala 995 


Act 


: 
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DUISIANA 


f quality standards, hearing on imple- 
mentation plan 1015 

I leasing, Interior Dept. to sell tracts off 
coast 889; Interior Dept. sued by environ- 
nentalists for failure to comply with 
NEPA prior to announcing lease sale 946; 
Dept. reschedules plan for lease sale, draft 


environmental impact statement to be 
issued 949 

M 
AINE 


avironmental Improvement Comm. enforce- 
ment action 958 


IANPOWER 


conomic Opportunity Act amendment 
creating environmental action program, see 
LEGISLATION, FEDERAL, S 2007 
9b-terminated engineers studying job con- 
version as part of Labor Dept.’s technology 
anes and re-employment program 
olid waste contracts of EPA 

Appraisal of manpower and training re- 
quirements 936 

National survey, continuation of existing 
contract, negotiations 960 


: 
IARYLAND 


it pollution amended rules, pollution 
sources will need permit before installa- 
tions’ constructions; burning of leaves and 
refuse banned, other provisions 963 
altimore Import Car Service & Storage, Inc. 
indicted for washing kerosene and grease 
into Colgate Creek, Justice Dept. suit filed 
for injunction barring further discharges 
821 

hesapeake Bay, pilot study to determine if 
chlorinated hydrocarbons exist in Bay, 
Maryland Westinghouse Electric joint pro- 
gram 934 

ine seepage problems in western Maryland, 
Natural Resources Dept. studies 961 
otomac River, see LAKES AND RIVERS; 
RIVER BASINS 

eorganization of Water Resources Dept.’s 
water quality enforcement and investiga- 
tion divisions into single operating unit 
896 

later and waste water discharges, new rules 
approved 809 
later Resources Dept. enforcement actions 
920, 1011 


IASSACHUSETTS 


errimack River, Justice Dept. suit filed 
against six Massachusetts firms to halt dis- 
charge of industrial wastes 996 

fount Hope Bay at Massachusetts-Rhode 
Island border, federal-state enforcement 
conference announced 889; conference re- 
cessed because of disagreements, Massachu- 
setts recommendations, power company s 
position 947 : 
il leaks and spills, bill protecting Atlantic 
fishing grounds signed by Governor Sar- 
gent 874 


IETALS 


naconda Company plants ; 

Air pollution by Anaconda Aluminum Co. 
and Anaconda Wire & Cable Co., trial 
court ruling permitting class action upheld 
(Mont SupCt) 882 


peers ee Pei Wire & Cable Co. 

ined for discharging copper waste 

NY) 850 one OO ees 

Government procurement, see GOVERN- 
MENT PROCUREMENT 

Industrial Metal Lithographine Corp., closed 
by New Jersey for polluting air, to dissolve 
its business 958 

Lead 

—Concentration levels in atmosphere and 
ocean surface waters, comments at Geolog- 
ical Society of America meeting 804 

—Motor vehicles, see MOTOR VEHICLES, 
subhead: Gasoline 

—Relative contributions of respired, dietary, 
soil and aerosol leads 955 

Mercury 

—Air emissions standards proposed by EPA, 
pan 947, 973; public hearings set, EPA 

—California bans mercury compounds for 
treating crop seeds 1014 

—Japanese chemical manufacturing firm 
tuled responsible for fatal poisoning of 
persons near its plants through contamina- 
tion of Agano River 851 

— Kaiser Aluminum & Chemical Corp. dump- 
ing of bauxite containing mercury into 
Mississippi River EPA considers action 921 

—Monsanto Enviro-Chem Systems, Inc. 
development of mercury vapor air pollu- 
tion control system for use in mercury cell 
chlorine plants 892 

Sludge incinerators may be acceptable for 
common pollutants but metals concentra- 
tions found 792 

Solid waste seminar, metals recycling 824 

Sulfur dioxide emissions, nonferrous metal 
smelters cannot meet most stringent limits 
with available technology, Mines Bureau 
report 801 

Union Carbide, Ltd. in Ontario, Canada to 
shut down furnaces used in ferroalloy 
operations instead of abating pollution 921 


MICHIGAN 


Air Pollution Control Comm. enforcement 
actions 894 

Air pollution implementation plan, hearings. 
scheduled 895 

Great Lakes Steel Corp. can be sued by 
Wayne County to force compliance with 
air pollution control codes, request of 
county for order forcing firm to submit 
plans to halt emissions to be heard by 
court 851 

Peerless Division of American Cement Corp. 
agreed to correct pollution problems at its 
Detroit, Mich. plant 996 

Ships, Michigan Water Pollution Control Act 
of 1970, provision requiring ships having 
marine toilets to install holding tanks, suit 
challenging, review of court’s dismissal 
granted (US SupCt) 946 


MINING AND MINERALS 


Bankhead National Forest, appeal of federal 
court’s refusal to enjoin mineral explora- 
tion and mining filed by Alabama 882 

Coal, see COAL 

Federal Water Pollution Control Act Amend- 
ments of 1971 

—See also LEGISLATION, FEDERAL, S 
2770, HR 11895 

—Passed Senate, mining provisions 784 

Government mining regulations as permitting 
arbitrary decision making by Interior 
Dept., Olsen 891 ’ 

Illinois, regulations proposed to require per- 
mit for opening, operating, abandoning 
mine or mine refuse area 1018 

Interior Dept. reorganization to consolidate 
energy and minerals policies and programs 
791 
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Maryland, studies to determine mine seepage 
problems in western part of state 961 

Oil shale, see OIL AND GAS 

Reserve Mining Co.’s ore processing plant 
pollution of Lake Superior, EPA presents 
five disposal plans for comment 831; Re- 
serve requests meeting with EPA and Roy 
E. Weston, Inc. to discuss pollution abate- 
ment 959 

Senate Interior Subcommittee hearings on 
compatibility of minerals and environment, 
testimonies on Mined Area Protection Act 
(S 993), Environmental Protection and En- 
hancement Act (S 1498) and S 2777, 


Congressional, conservationists’, and _ in- 
dustry views 856, 951 

MINNESOTA 

Nuclear power plants, AEC’s exclusive 


authority to regulate radiation challenged 
by Minnesota in appeal to US SupCt 914 

Pollution Control Agency enforcement 
actions 868 


MISSOURI 


Air Conservation Comm., scope of authority, 
Attorney General issuance of official opin- 
ion 963 

Air implementation plans, regulations, hear- 
ings set by Air Conservation Comm. 894 


MONOGRAPHS 


(For earlier list of monographs, see 
MASTER INDEX in Federal Laws binder 
under the heading: MONOGRAPHS) 

“Federal Support for Environmental Re- 
search,” Berlin ... Mono. No. 10 


MONTANA 


Anaconda Aluminum Co. and Anaconda 
Wire & Cable Co. air pollution, trial court 
ruling permitting class action upheld (Mont 
SupCt) 882 

Board of Health enforcement actions 894 


MOTOR VEHICLES 


Antitrust laws, EPA unwilling to recommend 
waiver to: Justice Dept. for inter-company 
work on pollution control devices 947 
California to be granted waiver on standards 
for heavy duty vehicles, EPA 800; waiver 
granted, provisions 952 
Electric vehicles, Second 
Symposium, comments 859 
EPA’s revised vehicle emissions standards 
and testing procedures for 1975 models as 
violating Clean Air Act, fired EPA of- 
ficial’s allegations, EPA denial 1010 
Esso Research and Engineering Co. pilot 
plant studies showing 90 percent desulfuri- 
zation on fuel oil 891 
Ford Motor Co. sued by Justice Dept. for 
shipping cars and trucks to dealers before 
certification of compliance with emission 
standards 915 
Gasoline 
—Lead 
—-—Catalytic converters to control exhaust 
emissions, catalyst-equiped vehicles to be 
exempted from certain testing regula- 
tions, EPA 1009 

——Illinois, report citing automobile ex- 
haust’s responsibility for 95 percent of 
lead in atmosphere 1014 

—— Unleaded fuels, problems seen by Lead 
Industries Assn. 861 

Government procurement, see GOVERN- 
MENT PROCUREMENT 


International 
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MOTOR VEHICLES—Contd. 


Imperial Chemical Industries, Ltd., London, 
development of catalyst system for con- 
trolling automotive exhaust emissions 892 

Junked vehicles, see SOLID WASTE 

Light duty vehicle emission standards, NAS 
seeks outside information on technical fea- 
sibility 952 

Nonproductive pollution control facilities, 
resulting inflation, General Motors views 
1010 

R.E.I. Industries issued temporary restraining 
order prohibiting it from advertising its 
Paser Magnum product as an automobile 
antipollution device (Calif SuperCt) 791 

Rotary engine, potential pollution free sub- 
stitute for internal combustion engine, 
patent and license agreement signed by 
Ford Motor Co. subsidiary in Germany 
938 

Smog device inventor sues Standard Oil Co. 
of Calif. and former colleague for loss of 
wages and injury to his health 914 

Standards changes impede progress towards 
emission control, Ford views 1009 


NATURAL GAS 
See OIL AND GAS 


NEVADA 


180-day notices served by EPA ‘on Tahoe- 
Douglas District and Kingsbury General 
Improvement District for alleged violation 
of Lake Tahoe’s federal-state water quality 
standards 862 

Air pollution control 
hearings scheduled 895 

Cement company ordered to pay air pollu- 
tion damages to residents of Fernley (DC 
Nev) 914 

Southern Nevada Water Project, completed 
first stage transferred from Reclamation 
Bureau to Colorado River Comm. of 
Nevada 900 


regulations, public 


NEW JERSEY 


Air clean-up as progressing too slowly, Clean 
Air Council report 927 

Ambient air quality standards, hearings on 
proposed implementation plan 1015 

Board of Public Utility Commissioners en- 
forcement action 894 

Dept. of Environmental Protection enforce- 
ment actions 894, 920, 921 

Industrial Metal Lithographine Corp., closed 
by state for polluting air, to dissolve its 
business 958 

Military installations issued water pollution 
abatement orders by State 920 

Nuclear energy, interdepartmental council to 
coordinate state’s policy on peaceful use 
of nuclear power appointed by Governor 
Cahill 870 

Septic tank installations, control regulations 
adopted 895 


Sewage treatment, establishment of task 
force to develop standards for assessing 
total environmental impact of proposed 
regional sewerage facilities 1013 

Smoke from fuel combustion, effective date 
set for regulations 1014 

Water recommendations including ocean 
eee proposals by Clean Water Council 


Wetlands, hearings on proposed regulations 
scheduled 934 
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NEW YORK 


Circle Line sight-seeing boats, agreed to in- 
stall federally approved “‘on board” sewage 
treatment facilities 996 

Consolidated Edison Co. denied permission 
to keep coal-burning boiler in full opera- 
tion at Arthur Kill facility in variance with 
NYC’s New Air Pollution Code 893; com- 
pany charged with 22-count violation of 
limited air pollution variance 957 

Dept. of Environmental Conservation en- 
forcement actions 958 

Estuarine complex of NYC, organizational 
phase of in-depth study to begin 906 

Sewer and plant construction imperiled by 
defeat of bond amendments in NYC 835 

Solid waste 

—Ocean dumping, comments at Geological 
Society of America meeting 804 

—Plastic containers, NYC proposed tax ruled 
unconstitutional (NY SupCt) 850 

Town of Southeast’s zoning change of de- 
veloper’s land because of need for ad- 
equate spacing in septic tanks upheld (NY 
CtApp) 822 

TVA can be sued in New York by environ- 
mentalists charging that its contracts for 
strip mined coal violate NEPA (DC NY) 
995 

Underground construction of electric trans- 
mission lines, guidelines proposed 896 


NOISE 


Chicago O’Hare International Airport, noise 
abatement and control study released 801 

EPA hearing on industrial, highway, aircraft 
noise, testimonies 837, 863 

Walt Disney World vacation resort auto- 
mated trash collection system, prevention 
of noise by heavily insulated underground 
tubing, Aerojet-General Co. 871 


NORTH CAROLINA 


Air pollution laws as violative of equal pro- 
tection provisions of Constitution, charges 
dismissed against individuals for backyard 
burning as industries were allowed to pol- 
lute (NC County Ct) 881 

Chicod Creek, Soil Conservation Service 
channelization, environmentalists’ suit filed 
946 


O 


OCEANS 


Alcan Shipping Services Ltd. issues survey 
report on problems of ocean pollution 
1016 

California, plan for long range conservation 
and development of marine and coastal 
resources 928 

Federal Water Pollution Control Act Amend- 
ments of 1971 

Bn pe LEGISLATION, FEDERAL, S 


—Passed Senate, 
criteria 788 

International Conference on Ocean Pollu- 
a Heyerdahl and Commoner’s views 

Marine Protection & Research Act, see LEG- 
ISLATION, FEDERAL, HR 9727 

New Jersey Clean Water Council recommen- 
dations on ocean dumping 928 

Radioactive wastes, AEC amends rules on 
ocean disposal 948 

Research and development, see RESEARCH 
AND DEVELOPMENT 


provisions on discharge 


OHIO 


Nuclear power plants, heated water 
charges into Ohio River as having no meaj. 
urable deleterious effects on aquatic life 
report 805; study of impact on Lake Eri) 
and Ohio River ordered by Natural Re. 


sources Dept. 961 ; i 
Water Pollution Control Board enforcemen 
actions 921 i 

1 

? 

OIL AND GAS yl 
See also ENERGY RESOURCES 4 i 
Alaska 4 


—See also subhead: Trans-Alaska pipeline — 

—Potential oil supplies off southern coast 
Joint Economic Committee report 897 

API meeting, establishment of balanced n 
tional land use policy allowing access tc 
important energy reserves recommende¢ 
by API, Interior Dept. veiws, Jackson 
(D-Wash) urges Canadian-American oc 
operation 849 

Atlantic coastal plain and Continental st 


geology examined for petroleum possib 
ties, USGS report 936 

Atlantic Outer Continental Shelf leasing of 
oil drilling rights, halt requested by Cor 
gressmen and Kennedy (D-Mass) until 
ter safeguards are developed 799; no ex: 
ploratory drilling until thorough study ha 
been made, Morton 835; Morton con 
tinued comments on exploratory drilling, 
jurisdictional question, USGS report 94 

Atlantic-Richfield Oil Co. found guilty 
polluting Lake George Branch of Indian 
ies shipping canal at East Chicago ( 
nd) 9 

California Marine Sanctuaries Act, see LEG- 
ISLATION, FEDERAL, S 1446- S 1452 

Connecticut, steps to bring users into com- 
pliance with regulations 1013 

Federal Water Pollution control Act Amend- 
ments of 1971 

—See also LEGISLATION, FEDERAL, § 
2770 

—Passed Senate, provisions on oil clean-up 
liability 788 

Financial Responsibility for Oil Pollution 
Cleanup, clarification of rules proposed by 

C 838 


Florida law imposing unlimited liability on 
shippers for oil spills in Florida waters 
declared unconstitutional (DC Fla) 995 

Government procurement, see GOVERN- 
MENT PROCUREMENT 

Gulf Oil Corp. suit filed to recover damages 
when its. leased tanker ran aground on 
Long Island Sound spoiling cargo and pol- 
luting water with oil 996 

Humble Oil & Refining Co. convicted of 
spilling oil into Galveston Bay (DC Tex) 
821; fined 915 

Interior Dept. reorganization incorporating 
Oil Import Admn. into Office of Oil and 
Gas 791 

Interstate Oil Compact Comm. five-point 
program to encourage exploration and de- 
velopment of energy resources 1017 

Louisiana, Interior Dept. to sell tracts off 
coast for oil leasing 889; Interior Dept. 
sued by environmentalists for failure to 
comply with NEPA prior to announcing 
lease sale 946; Dept. reschedules plan for 
lease sale, draft environmental impact 
statement to be issued 949 

Massachusetts, bill protecting Atlantic fishing 
grounds from oil leaks and spills signed by 
Governor Sargent 874 

Natural gas 

—Government procurement, see GOVERN: 
MENT PROCUREMENT 

—Liquid natural gas satellite facilities to be 
developed by nore Gero En: 
virogenics Co. 871 


f 
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AND GAS-Contd. 

y developing oil solvent and skimmer 
vice specifications in effort to avoid 
irchase of “junk systems” by naval dis- 


ets 933 

gata River and Lake Ontario, cleanup 
port issued by _ International Joint 
pmim. of U.S. and Canada 862 

shale 

xperimental production, tracts in 


olorado, Utah, Wyoming to be leased, 
yminations invited, Interior Dept. 804; 
tate Interior Committee to review pro- 
yects for Dept.’s proposed program, Moss 
)-Utah) bill (S 2510) opposed by Interior 
ept., industry approval of Dept.’s pro- 
ram 855 

lineral Leasing Act of 1920 limitations 
roadened by Interior Dept. Solicitor’s 
iling 874 

inpatented mining claims now under dis- 
ute may be leased for development by 
iterior Dept. and proceeds held in escrow 
ending final decision on claims 840 

earch on air and water pollution in 1972, 
PI appropriations 889 

ita Barbara Channel 

il spill settlement between oil companies 
nd property owners in Santa Barbara and 
entura counties for damages from 1969 
ill 914 

echnique for “fingerprinting” oil from 
969 platform blowout devised by 
sientists 900 

ndard Oil Co. of California and sub- 
diary, Chevron Shipping Co. indicted for 
ollision resulting in San Francisco Bay oil 
vill 791; fined (DC Cal) 821 

‘as coast, oil and gas industry invited by 
iterior Dept. to submit nominations for 
uter Continental Shelf tracts competitive 
ase sale 920 

na-Alaska pipeline, report citing econo- 
lic benefits, Stans 799; Canadian House 
f Commons member’s efforts to intervene 
1 suit against Interior Dept. to bar pro- 
osed operations 851; Canadian pipeline 
ternative 1016 

consin develops inter-agency contingency 
lan to cope with oil spills 1018 

consin Steel division of International 
larvester Co. fined for oil pollution of 
alumet River (DC IIl) 996 


LAHOMA 


quality control implementation plans, 
earings scheduled 958 


EGON 


imal waste, hearings set on rules to con- 
‘ol discharge 928 ; 
l-Williamette Valley Air Pollution Au- 
1ority enforcement actions 842 


P>ER 


aleton Papers, Inc. request for Army 
orps of Engineers permit to discharge 
astes into Fox River challenged by 
hicago environmentalists 938 ' 
srnational Paper Co. new paper mill near 
iconderoga, N. Y. containing $5 million 
orth of pollution control equipment 892 
1 Times, Daily News building in Chicago 
y install thermal incinerator to eliminate 
ik-created carbon particles and oil vapors 
nanating from central melting pot 927 


Waste newspapers, critical shortage in eastern 
and midwestern regions of U.S. as jeopar- 
dizing continued operations of recycling 
mills, Locke 870; market exists for re- 
cycled newsprint but plant costs, adequate 
supply, and large demand for de-inked 
print will prohibit widespread usage in 
near future, survey 902 

Water pollution proposals in House and 
Senate, API views 999 


PARTICULATE MATTER 


ASME meeting on control problems, tech- 
nical developments, comments on station- 
ary source emissions 921 


PATENTS 


Compulsory licensing to be adopted by Con- 
gress if needed to meet environmental pro- 
blems 858 


PENNSYLVANIA 


Allegheny County Air Pollution Appeals 
Board enforcement actions 868, 1012 

Gettysburg, commercial observation tower 
overlooking Civil War battlefield, refusal to 
bar construction (Pa CtComPls) 822 

Hazardous solid wastes, state advisory com- 
mittee approves standards 1014 

Route 872, federally funded highway, NEPA 
does not apply retroactively (CA 3) 946 

Sewage treatment plant and water works 
operators, certification regulations amend- 
ed 935 

Surface strip mining operations, regulation 
bill approved by legislature 870 

U. S. Steel Corp. fined for air pollution 
violations at its Clarition Coke works 882 

Water quality standards for state approved 
by EPA 896 


PESTICIDES 


Connecticut, regulations on use of insecti- 
cides for controlling defoliating insects 962 


DDT 


—EDF denied petition for review of EPA 
decision not to suspend registration (CA 
DC) 996 

—EPA hearings on federal cancellation of all 
remaining uses 806, 835, 860, 887, 926, 
950, 1007 

—Interstate or export markets, DDT use 
limited as result of EPA actions 1007 

Federal Environmental Pesticide Control Act 
of 1971, see LEGISLATION, FEDERAL, 
HR 10729 

Fire ants, control contracts awarded, USDA 

7 


Fire study committee organized by Cali- 
fornia to seek methods to deal with poten- 
tial fire problems where areas with agricul- 
tural chemicals are kept 901 , 

Food production adequacy depending on 
agricultural chemicals, criticism of environ- 
mentalists’ attempts to block use, Borlaug 
863 

Geological Society of America meeting, com- 
ments on PCBs, DDT 802 

Government procurement, see GOVERN- 
MENT PROCUREMENT 

Gypsy moths, control contracts awarded, 
USDA 807 ; 

Herbicide 2,4,5-T continued cancellation, 
EPA 837 , 

Holder Corp. of West Virginia fined for 
violating FIFRA for nonregistration, label- 
ing deficiencies, and chemical contamina- 
tion (DC WVa) 850 
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Sludge incinerators may be acceptable for 
common pollutants, problems of pesticides 
in input sludge 792 

USDA establishment of Animal & Plant 
Health Service to assume regulatory func- 
tions formerly conducted by Agricultural 
Research Service 841 


PETROLEUM 
See OIL AND GAS 


PHOSPHORUS 


See CHEMICALS AND CHEMICAL INDUS- 
TRY; DETERGENTS 


POPULATION 


NAM meeting, Census Bureau and Erlenborn 
(R-Ill) views on relationship to pollution 
852 


PUBLICATIONS 


See also specific subject heads 

National Technical Information Service re- 
ports, see RESEARCH AND DEVELOP- 
MENT 


R 


RADIATION 


Natural radiation in indivudual states 919 

Nuclear power plants, AEC’s exclusive 
authority to regulate radiation challenged 
by Minnesota in appeal to US SupCt 914 

Oceans, AEC amends rules on disposal of 
radioactive wastes 948 

Research and development, see RESEARCH 
AND DEVELOPMENT 

Training courses in radiological health offer- 
ed, 1972 bulletin issued, EPA 905 


RAILROADS 


Union Pacific Railroad Co. pollution of 
Great Salt Lake tributary, Justice Dept. 
suit filed 791 


RECORDS AND REPORTS 


See also specific subject heads 
Federal Environmental Pesticide Control Act 
of 1971 (HR 10729), provisions 817 
Federal Water Pollution Control Act Amend- 
- ments of 1971 
ane also LEGISLATION, FEDERAL, S 
710 


—Passed Senate, provisions granting public 
access to records or reports obtained by 
EPA or state unless report includes trade 
secret 787 


RECREATION 


Electric power, legislation to protect recrea- 
tion and aesthetic values against develop- 
ment of electric generating plants, testi- 
monies before Senate Interior Committee 
826 

Kentucky-border rivers classification for 
recreational uses requested by EPA of 
state 953 

Sequoia National Forest, Calif., Sierra Club 
standing to sue for injunction to block 
development of commercial recreational 
facility, arguments scheduled before US 
SupCt 790; Government and Sierra Club 
arguments 848 

Walt Disney World vacation resort auto- 

‘mated trash collection system 871 
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RESEARCH AND DEVELOPMENT 


See also GOVERNMENT PROCUREMENT 

American Petroleum Institute 

—Appropriations for air and water pollution 
in 1972 ... 889 

Environmental Protection Agency 

—Aerosols, water effects on, study grant 
awarded 906 

—Energy, reclamation from organic refuse 
by methane fermentation, grant awarded 
962 

—Glacial lakes in Ohio, monitoring and 
nutrient studies before and after nutrient 
diversion, grant awarded 906 

—Microwave radiation study grant awarded 
962 

—Paunch manure, utilization as feed for 
channel catfish and its effects on water 
quality, grant awarded 906 

—Sanitary landfills, study of pollution of 
subsurface water, grant awarded 906 


Federal Environmental Pesticide Control Act 
of 1971 (HR 10729) provisions 819 

“Federal Support for Environmental Re- 
search,” Berlin ... Mono. No. 10 

Federal Water Pollution Control Act Amend- 
ments of 1971, see LEGISLATION, 
FEDERAL, S 2770 


Marine Protection & Research Act, 
LEGISLATION, FEDERAL, HR 9727 

Mines Bureau 

—Solid waste, municipal-industrial waste 
recycling, Interior Dept. report 903 

—Uniform procedures for awarding and ad- 
ministering grants 950 

National Environmental Center Act of 1971, 
see LEGISLATION, FEDERAL, S 1113 

National Oceanic & Atmospheric Admn. 

—Open sea mariculture, feasibility analysis 
of potential, sea grant awarded 898 

National Research Council 

—Fluorides, airborne, not hazardous to man 
except in industrial exposure 945 

National Technical Information Service 

—Waste water reuse through reclamation of 
effluent from advanced treatment plants, 
potential, other reports 864 

—Water resources management and develop- 
ment, evaluation processes, other reports 
S29 

Noise, increased research effort needed, testi- 
monies before EPA noise hearing 863 

Office of Coal Research 

—Sewage, effective use of coal coal in treat- 
ment process 873; evaluation of coal 
sewage treatment 899 

Office of Water Resources Research 

— Additional projects for FY 1972 program 
904 

Science Information Exchange of Smith- 
sonian Institution, custom search of files 
for various topics may be ordered by 
Environment Reporter subscribers 860 

U.S. Geological Survey 

—Arizona target area selected for studies 
based on remote sensor data from high 
altitude aircraft and earth obiting satellites 
906 


see 


RHODE ISLAND 


Natural Resources Dept. enforcement actions 
842 


RIVER BASINS 


Ozark National Scenic Riverways Comm., 
members appointed by Morton 904 

Potomac River Basin, Interstate Commission 
not in favor of EPA’s recommendations 
for solving Washington metropolitan area’s 
water supply and waste management pro- 
blems 959 

Red River Basin industries canvassed by 
Army Corps of Engineers for navigation 
data 937 


River Basin Monetary ‘Aileen and 
Miscellaneous Civil Works Amendment 
Act of 1971, see LEGISLATION, 
FEDERAL, S 2887 

Webster appointed alternate federal member 
of Susquehanna River Basin Comm. 925 


S 


SAFETY AND HEALTH 


Asbestos, beryllium, and mercury emission 
standards proposed by EPA, text 947, 
973; public hearings set, EPA 1010 

DDT as a carcinogenic hazard to man, testi- 
mony at EPA hearings 806 

Federal Water Pollution Control Act Amend- 
ments of 1971 

ee also LEGISLATION, FEDERAL, S 

0 


—Passed Senate, provisions on toxic and 
pretreatment standards 787; provisions on 
hazardous substances liability 788 

Fluorides, airborne, not hazardous to man 
except in industrial exposure, NRC 945 

Radiation, see RADIATION 

Texarkana, Tex. man claims illness as result 
of industrial air pollution, suit filed against 
several firms 822 

Toxic Substances Control Act, see LEGIS- 
LATION, FEDERAL, S 1478 

Water pollution proposals of House and 
Senate, Public Health Assn. views 1000 


SALINE WATER 


Acceleration of desalting program with con- 
struction of prototype plants to prove 
existing technology and guarantee per- 
a of large distillation plants, OSW 
90 

California, construction of desalting plant to 
produce fresh water for Orange County 
Water District 873 

Government procurement, 
MENT PROCUREMENT 

Saudi Arabia approves desalting plant built 
with OSW design and supervision 872 


see GOVERN- 


SEWAGE TREATMENT 


American Geophysical Union meeting, com- 
ments on dispersion of sewage effluent in 
marine environment 956 

Coal, effective use in treatment process, 
OCR 873; evaluation of coal sewage treat- 
ment, OCR 899 

Construction, see CONSTRUCTION 

Environmental Protection Agency 

—Grants and increases awarded, list 872, 
893, 956, 1010 

Federal Water Pollution Control Act Amend- 
ments of 1971 

rises ae LEGISLATION, FEDERAL, S 
27 

—Passed Senate, waste treatment manage- 
ment provisions 785 

Florida, North Miami Beach ordered to clean 
up foul odors from its Myrtle Grove treat- 
ment plant and remove processing sludge 
from canal 996 

HUD 

—Eligibility for grants, extension of period 
in which communities must be able to 
meet full planning requirements, SJRes 
a cas House and Senate, sent to Pres. 
100 


—Grants and increases awarded, list 896 

Illinois, additional grants for local treatment 
projects announced 935 

Navy efforts to reduce pollution 933 

New Jersey establishment of task force to 
develop standards for assessing total en- 
vironmental impact of proposed regional 
sewerage facilities 1013 


Pusphe™ from sewage, process de eloy 
by Biospherics, Inc., to be tested by Vj a 
ington Suburban Sanitary Comm. 892° a 

Phosphates in detergents, EPA to assist sti! 
ard local water treatment efforts 798 

Price Comm. rulings giving examples chy 
increases in sewer and water serv)” 
charges would be denied 950 7) 


by 
o 
SHIPS AND BOATS ¥ 


Circle Line sight-seeing boats, agreed to 
stall federally approved “‘on board” sev 
treatment facilities 996 : 

Michigan Water Pollution Control Ac 
1970 requiring ships having marine t 
to install holding tanks, suit challeng 
review of court’s dismissal granted 
SupCt) 946 fl 

Outboard motor emissions testing oe 
planned by Boating Industry Assns. 508 | 


{| 
4 


SOLID WASTE 

Aerosol and other container disposal, 
ments at meeting of Chemical Speci | 
Manufacturers Assn. 956 | 

Automatic trash disposal system to 1 
demonstrated at Operation Brea 
through” site in Jersey City, N.J.901 

Composting as too costly to compete 
landfill and incineration methods, 
025 

District of Columbia considers rail 
plans temporary burning 899 fs 

Fertilizer produced from urban gar 
being sold at profit by Ecology, Inc. 87 

Illinois, beverage container regulation pr 
posed 1015, 

Joint Economic Committee hearings on i, 
cycling, testimonies 825 

Junked vehicles, Miami River, Miami jun 
yards charged with dumping auto scra 
and crushed car bodies 791 

Legislation, amendment needed to provid 
funds to municipalities; use of dispos: 
tax, views on Mission 5,000 program 
Vaughan comments 853 

Litter, Keep America Beautiful recyclir 
session, comments 859 

Mission 5,000 program closing dumps, r 
placing them with sanitary landfill 
Vaughan comments 854 

Navy efforts to reduce pollution 934 

New York 

—Plastic containers, NYC proposed tax rule 
unconstitutional (NY SupCt) 850 f 

—Waste solids dumped into ocean, recogni 
able deposits, comments at Geologic 
Society of America meeting 804 

Paper, see PAPER 

Pennsylvania, standards for handling and di 
posing of hazardous wastes approved 101 

Recycling as valuable anti-inflationary fore 
only small percentage of municipal wast 
is salvageable, reliable recycling method 
incineration 796 

Recycling seminar sponsored by America 
Management Assn. and National Assn. ¢ 
Secondary Materials Institute 823 

Refuse-fired steam generator to becom 
most cost effective means for waste di 
posal for large metropolitan areas, con 
ments at ASME meeting 923 

Reclamation of waste products, need fe 
cooperation between levels of governmen 
description of reclamation plant in Ne 
Castle County, Del. 795 

Research on municipal-industrial waste 1 
cycling, Interior Dept. report summarizir 
Mines Bureau work 903 

Research, uniform procedures for awardir 


and administering Mines Bureau grant pr 
grams 950 . 


EX-SUMMARY — REPORTS 27 through 33 


1D WASTE-—Contd. 


mar in New York presented to visiting 
edish delegation, solid waste disposal 
ogram as theme 792 
tation by municipalities as answer to 
id waste problem, AISI 901 
isportation of recycled materials, Insti- 
te of Scrap Iron & Steel asks ICC to 
rise order 932 

Disney World vacation report auto- 
ited trash collection system 871 
onsin, bill allowing all counties to esta- 
sh management systems signed by 
yvernor Lucey 869 


ITH CAROLINA 

pollution, hearings on proposed imple- 
entation plan to meet national standards 
neduled 895 


\TES (In General) 


pollution, comments on problems in 
ate agencies before ASME meeting 912 
quality standards, hearings on implemen- 
tion plans set by state air control agen- 
2s 993 

eral Environmental Pesticide Control Act 
1971 (HR 10729) provisions 819 

eral Water Pollution Control Act Amend- 
ents of 1971 

e. also LEGISLATION, FEDERAL, S 
'70 

ssed Senate, provisions on state pro- 
ams, authority 784, 789 

e pollution control officials form group 
represent their interests to Congress and 
-deral Government 862 

er quality standards, state certification of 
scharges, EPA proposes amendments to 
les, text 1004, 1020 


EL INDUSTRY 


gheny Ludlum Steel Corp. installation of 
.6 million “vacuum cleaner” for air puri- 
ation 927 

ico Steel Corp. to construct waste treat- 
ent facilities designed to eliminate dis- 
arges into Houston Ship Channel in re- 
mm for modification of earlier court order 
0 

at Lakes Steel Corp. can be sued by 
ayne County, Mich. to force compliance 
ith air pollution control codes, request of 
unty for order forcing firms to submit 
ans to halt emissions to be heard by 
urt 851 

ublic Steel Corp. to modify four fur- 
ces, to burn coal tar for fuel 893 

d waste separation by municipalities as 
swer to waste problem, AISI 901 
Steel Corp. fined for air pollution viola- 
yns at its Clairton, Pa. coke works 8 

et pollution proposals in House and 
nate, iron and steel industry views 999 
onsin Steel division of International Har- 
ster Co. fined for oil pollution of 
lumet River (DC Ill) 996 


-FUR OXIDES 


solidated Edison Co. plant to reduce 
Ifur dioxide emissions from smokestacks 
electric power plants 892 . 
roit Edison Co. sulfur dioxide absorption 
stem scheduled for operation 892 _ 

al smelters cannot meet most stringent 
nits on sulfur dioxide emissions with 
ailable technology, Mines Bureau 801 


SUPREME COURT OF THE UNITED 
STATES 


Amchitka Island underground nuclear test, 
environmentalists attempt to halt, review 
denied 820 

Michigan Water Pollution Control Act of 
1970 provision requiring ships having 
marine toilets to install holding tanks, re- 
view of challenging suit’s dismissal 946 

Radiation from nuclear power plants, AEC’s 
exclusive authority to regulate challenged 
by Minnesota, review sought 914 

Recreational facility in Sequoia National 
Forest, Calif., Sierra Club standing to sue 
for injunction to block development, argu- 
ments scheduled 790; Government and 
Sierra Club arguments 848 


T 


TAXES 


EPA certification of pollution control facili- 
ties not necessary to claim income tax 
reduction for rapid amortization, IRS 851 

New York City’s proposed tax on plastic 
containers ruled unconstitutional (NY 
SupCt) 850 

Rapid amortization, use cancels eligibility 
for investment credits on same property, 
under provisions in Revenue Act of 1971 
1010 

Solid waste disposal tax, Vaughan comments 

854 


TENNESSEE 


Heat pollution of lakes and streams, stand- 
ards approved 809 

Jellico Industries issued permanent injunc- 
tion prohibiting strip mining of Fentress 
County, firm failed to appear at hearing in 
Justice Dept. suit 995 

TVA 

—Procurement contracts to provide for de- 
tailed land reclamation plans, alternatives 
949 

—Tellico Dam, TVA request that suit seek- 
ing to halt work be tried in DC Tenn 
instead of DC Ala 995 

—TVA can be sued in New York by environ- 
mentalists charging that its contracts for 
strip mined coal violated NEPA (DC NY) 
995 


TEXAS 


Air Control Board hearings set on proposed 
implementation plan, standards, regulations 
896 

Erosion as critical along state beaches, Army 
Corps of Engineers study 841 

Harris County suit filed challenging E.I. du 
Pont de Nemours & Co.’s air and water 
pollution 894; injunction and fine request- 
ed 915 


Houston Ship Channel, Armco Steel Corp.. 


to construct waste treatment facilities de- 
signed to eliminate discharges in return for 
modification of earlier court order 830 __ 

Texarkana man claims illness as result of 
industrial air pollution, suit filed against 
several firms 822 


THERMAL POLLUTION 


California amends policy to control tempera- 
ture in state waters 841 

Energy from heated water 

—ASME meeting, heated water should be 
considered “energy at bargain price,” com- 
ments 924 

—Power plants’ water may be useful energy 
source, TVA 901 
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Florida, standards proposed 937 

Houston Light & Power Co. suit against EPA 
for its attempts to prevent discharge of 
heated water into Trinity River 914 

Mississippi River 

—Commonwealth Edison Co.’s Quad-Cities 
nuclear generating station in Illinois, lowa 
denies cooling system permit; Illinois suit 
filed to prevent AEC from granting limited 
operating license 840; company on need 
for generating station, Illinois as irrespon- 
sible in filing suit 853; Illinois grants per- 
mit to operate at limited power 890; AEC 
enjoined from issuing limited operating 
license, CEQ views (DC DC) 994 

—Illinois Pollution Control Board adopts 
thermal standards 1015 

Ohio River, heated water discharges from 
power plants as having no measurable de- 
leterious effects on aquatic life, report 
805; Ohio orders study of nuclear power 
plants’ impact on Lake Erie and Ohio 
River 961 

Safety guides on features of water cooled 
nuclear power plants, additional five 
issued, AEC 841 

Tennessee, standards on pollution of lakes 
and streams approved 809 


TRANSPORTATION 


Federal Environmental Pesticide Control Act 
of 1971 (HR 10729) provisions 818 

Grobeck appointed director of high altitude 
climatic impact assessment program by 
DOT 907 

Highways, see HIGHWAYS 

Motor vehicles, see MOTOR VEHICLES 

Solid waste, transportation costs as key issue 
in recycling products, Vaughan 823 


U 


UTILITIES 


Air pollution, challenges for utilities, com- 
ments before ASME meeting 912 

Electric power, see also ELECTRIC POWER 

United Illuminating Co. required to switch 
to low sulfur fuel oil to meet Connecticut 
law, Price Comm. denies request for excep- 
tion from provisions of Phase II of Econo- 
mic Stabilization Program 854 


Vv 


VIRGINIA 


Air Pollution Control Board enforcement 
actions 921 

Air quality standards, proposed implementa- 
tion plan, hearings set 958 - 

Justice Dept.’s Law Enforcement Assistance 
Admn. must comply with NEPA prior to 
granting federal funds under Safe Streets 
Act for construction of prison center in 
scenic and historical area (CA 4) 850 

Penalty increase provisions in State Air Pol- 
lution Control Law proposal to be con- 
sidered 874 

Potomac River, see LAKES AND RIVERS; 
RIVER BASINS 

Water and waste water operators, certifica- 
tion criteria proposed 935 


Ww 


WASHINGTON 


Pollution Control Hearings Board enforce- 
ment actions 958 

Puget Sound Air Pollution Control Agency 
enforcement actions 842 
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WASHINGTON-—Contd. 

“Reconnaissance of Sea-Water Intrusion 
Along Coastal Washington,’ report on 


fresh water supply along coastline 898 
Sulfite pulp mills, hearing on proposed regu- 
lations to limit air pollutants 895 


WATER POLLUTION (In General) 


See also specific subject heads 

American Geophysical Union meeting, dis- 
persion of sewage effluent in marine en- 
vironment 956 

Ecological Science Corp. and_ subsidiary 
(Florida utility), distribution of filthy con- 
taminated drinking water, receiver appoint- 
ed (Fla CirCt) 790; firm files petition for 
arrangement under Federal Bankruptcy 
Act 821 

Environmental Financing Authority, 
LEGISLATION, FEDERAL, S 1015 

Joint Conference on Sensing of Environ- 
mental Pollutants, NOAA spokesman on’ 
seven categories of pollutants that should 
be monitored, other comments 890 

Legislation 

—Federal Water Pollution Control Act 

——Amendments of 1971, see LEGISLA- 

TION, FEDERAL, S 2770 


see 


——Existing law, extension approved by 
House and Senate 815 
—House Public Works Committee bill, 


Blatnik (D-Minn) views before NAM 847; 
industry views on need for more hearings 
851; see also LEGISLATION, FEDERAL, 
HR 11895 
Oceans, see OCEANS f 
Outboard motor emissions testing, Boating 
Industry Assns. study plans 904 
Permits 
—Army Corps of Engineers program 
——20,000 applications received, some may 
take two years to process 795 
——Federal Water Pollution Control Act 
Amendments of 1971 (S 2770) passed 
Senate, provisions for permits and 
licenses 788 
—— House Government Operations Subcom- 
mittee on Conservation & Natural Re- 
sources hearings, Quarles testimony 830 
——NAM told of EPA rules and program 
852 
——Wisconsin paper mill’s request for permit 
challenged by Chicago environmental 
groups 938 
—EPA Region II efforts to establish work- 
able industrial waste permit system 1005 
Regional waste water recycling conference, 
water storage and treatment as essential to 
water quality, comments 1004 


ENVIRONMENT REPORTER — Nov. 5—Dec. 17, | 


State certification of discharges, amendments 
to rules proposed by EPA, text 1004, 
1020 

Sugar-beet refineries in 15 states, agreement 
reached with EPA for control of organic 
wastes 871 

Underground reservoirs, use for injection and 
storage of liquid wastes, symposium on 
environmental implications, USGS 
American Assn. of Petroleum Geologists 
898; injection as possible cause of convec- 
tive movements, earthquakes, fractured 
rocks, fluid-mineral reaction 954 

Urban areas, Congressmen oppose EPA’s ban 
on Army Corps of Engineers’ waste treat- 
ment studies 898; ban lifted 963 

Watersheds, proper stabilization and manage- 
ment to be major factor in solving river 
pollution problems, Schwengel (R-Iowa) 
934 


WATER QUALITY STANDARDS 
Alaska, revised standards approved by EPA 
896 


EPA final version of stationary source per- 
formance standards to incorporate industry 
comments 852 

Federal Water Pollution Control Act Amend- 
ments of 1971, see LEGISLATION, 
FEDERAL S 2770 

Indiana communities of Covington, Logans- 
port, and Montezuma served with 180-day 
notices for alleged violation of federal-state 
standards, EPA 841 

Nevada, 180-day notices served by EPA on 
Tahoe-Douglas District and Kingsbury 
General Improvement District for alleged 
violation of Lake Tahoe’s federal-state 
standards 862 

Pennsylvania, revised standards approved by 
EPA 896 

State certification of discharges, amendments 


to rules proposed by EPA, text 1004, 
1020 
Tennessee, heat pollution of lakes and 


streams, standards approved 809 


WATER RESOURCES AND SUPPLIES 


Government procurement, see GOVERN- 
MENT PROCUREMENT 

Ground water salt contamination in West 
Virginia, comments before Geological 
Society of America meeting 804 

Heated water from power plants may be 
useful energy source 901, 924 

Industrial water uses, comments at World 
Farm Foundation Symposium 960 


A 


Maryland, regulations for discharges off ) 


and waste water approved 809 . 
“Reconnaissance of Sea-Water Intrus 
Along Coastal Washington,” report 


fresh water supply along coastline 898 
Regional waste water recycling conferen 
water storage and treatment as essentia! 
water quality, comments 1004 od 
Research and development, see also } 
SEARCH AND DEVELOPMENT 
Research institutes, increased authorizati) 
see LEGISLATION, FEDERAL, Ph 
10203 
Secretary of Interior’s authority to engage 
feasibility investigations of certain wa 
resource developments, see LEGI 
TION, FEDERAL, S 2248 
Southern Nevada Water Project, complet 
first stage transferred from Reclama 
Bureau to Colorado River Comm. | 
Nevada 900 7 
Urban renewal depending on good sewera 
and water supply, World Bank 906 
Watershed Protection and Flood Preventi) 
Program of USDA, Campbell explana 
before NAM 852 


WEATHER MODIFICATION 


Polyhydric chemicals for warm fog dispers) 
study of effectiveness, contract awardi 
FAA 873 

Reporting of modification activities | 
Federal Government, see eames. | 
FEDERAL, HR 6893 | 


WEST VIRGINIA 


aati Resources Dept. enforcement actio} 

1 

Reverse osmosis system for W.Va. Univer! 
ty, contractor sought by state 897 

State Health Dept. 
1012 

Union Carbide Corp. granted permission { 
issue industrial revenue bonds to finan¢ 
cost of pollution control equipment 928 


enforcement actiol 


WISCONSIN 


Fee to cover surveillance costs for air an 
water pollution, bill signed by Govern 
Lucey 869 

Oil and other hazardous substances, spills : 
state waters, inter-agency contingency pla 
1018 

Solid waste, bill allowing all counties 1 
establish management systems signed t 
Governor Lucey 869 
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